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FOREWORD 


Cleon water in sufficient quantity when and where it is needed has 
become a cry of the 1960's. Water has always been basic to man's sur- 
vival -- and it is essential to his economic and social well-being. But 
never has this Nation required so much water for homes, factories, farms 
and recreation as it does today. Nor have the discarded wastes of cities, 
industry and agriculture ever posed such enormous threats to our water 
resource as they do today. 

Development of the water resource presently involves an expenditure 
of about $10 billion a year in this country. Water pollution control has 
high priority in this development. New municipal and industrial waste 
treatment works over the next 20 years have been priced out at $42 billion. 
Both Congress and State Legislatures have enacted laws and there are 
both Federal and State programs, working very closely together, to protect 

4 

the quality of the Nation’s water resources. 

We could ill afford to expend such great sums and effort for water 
pollution prevention and abatement without accurate bookkeeping on ac- 
complishments and further needs. For many years the Public Health Serv- 
ice has collected, analyzed and published data on municipal sewage 
disposal systems and waste treatment facilities, The last such publica- 
tion was in 1958 covering 1957 data. It contained, in addition to the 
municipal data, limited information on industrial waste treatment facilities 
(PH S Publication No. 622). 

This newest report contains data on only the municipal waste treat- 
ment facilities as of January 1, 10 *' 
to the individual State agenci 
are named at the beginning of 
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NOTES REGARDING TABULATIONS 


GENERAL 

This Inventory contains the latest 
available data for all sources of munici- 
pal pollution which are of significance 
in water pollution control programs. 

Each individual item listed in column 
1 is defined as an “entry”. 

In the listings, each non-community 
entry is referred to the nearest community, 
whenever possible. Entries appear in 
alphabetical order according to community. 
Entries listed . under the same community 
are alphabetized by name, under that com- 
munity. 

When requested by the cooperating 
agency, entries for institutions, schools, 
shopping centers, motels, etc., are listed 
alphabetically after the last municipal 
entry. 


Following each State listing is a table 
showing those sewage disposal facilities 
which serve more than one of the 1 entries, 
together with the names of all entries 
which are served by the particular facility. 

An "x” in the listings indicates that 
the data called for are not available, A 
dash signifies that the data called 

n , ot app| y t0 the entl 7- An asterisk 
, indicates that a "Remark" is entered 
in column 15. 


Est. 

Fed. Hous. Pro 
F. H. A. 

Hosp. 

Hts. 

Ind. Res. 

Inst. 

Jet. 

Mon. 

M. U. D. 

M. V. 

Nat. 

Penit. 

P.C. 


Pk. 

P. H. A. or 
F. P. H. A. 

P. U. D. 

San. 

Sch. 

S. D. 

Sec. 

S. M. D. 

Sta. 

(T), To., Twp. 
Univ. 


•-Estate 

.-•Federal Housing Project 
-•Federal Housing 
Administration 
-Hospital 
-Heights 

—Indian Reservation 
-Institute, Institution 
-Junction 
-Monument 
-Municipal Utility 
District 
-Mill Village 
—National 
--Penitentiary 
-Permanent Camp 
{Recreation, Forest, or 
other) 

-Park 

-Public Housing Adminis- 
tration 

-Public Utility District 
-Sanatorium, Sanitarium 
-School 

-Sanitary, Sanitation or 
Sewer District 
-Section 

-Sewer Maintenance 
District 
-Station 

-Town or Township 
-University 


COLUMN (1) COMMUNITY, SEWER OR 
SANITARY DISTRICT OR 
INSTITUTION 

Entries marked with a star are 
disposal facilities which serve one or 
more additional entries. 

The following abbreviations are used. 

-Authority 
--County 
--College 
-Commission 
-District 
-Dude Ranch 


COLUMN (2) COUNTY NAME 

The name of the county in which the 
community, facility or institution is lo- 
cated. 


COLUMN (3) 1960 CENSUS POPULATION 

For communities, the entry shows the 

1960 population, as reported by the U.S. 
Bureau of the Census, or taken from the 

1961 edition of the Rand McNally Atlas. 
For institutions and others, the figure is 
the same as population served. 


Auth. 

Co. 

Col. 

Comm. 

D. or Dist. 
D. R. 
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COLUMN (4) ESTIMATED POPULATION 
SERVED 

The figure appearing indicates the 
estimated total number of people served 
by the facilities. A figure shown in paren- 
theses indicates that the entry is served 
by the facilities of another entry (the lat- 
ter being indicated in column 8). The 
population shown in parentheses is in- 
cluded in that listed under the serving 
entry. 

COLUMN (5) TYPE SEWER SYSTEM 

The type sewer system is coded as 
follows: 

S - Separate (designed to carry do- 
mestic sewage and in- 
dustrial waste sepa- 
rately from storm water 
runoff) 

C - Combined (designed to carry do- 
mestic sewage, indus- 
trial waste, and storm 
water runoff in the same 
sewer) 


COLUMN (6) AVERAGE DAILY FLOW 
(MGD) 

The actual waste flow for the entry. 

An "E" following the flow figure indi- 
cates that the flow has been estimated. 

COLUMN (7) DESIGNED FOR 

~fe P '| in e Entfy ' Averqoe Flow 

(MGD) - The flow for which the facilities 
were designed. 

Bottom-line Entry - PE (1. OOP's ) - The 
population equivalent, in thousands, as 
measured by BOD, for which the facilities 
were designed. 


COLUMN (8) TREATMENT 

The principal treatment devices and 
methods are identified by capitalized 
letters and are further described by subse- 
quent lower case letters. 


In general, the symbols are arranged 
in the order of sewage flow with sludge 
treatment symbols following thereafter. 
Combination units performing more than 
one function in o single structure are 
denoted by enclosing the appropriate 
symbols in parentheses. Enclosures in 
brackets indicate parallel or alternate 
operation. Chlorination, where used, is 
usuallv noted only once for each plant 
regardless of whether actual application 
is made at more than one point. 

See Appendix A for code. 

COLUMN (9) SAME AS COLUMN (1) 

COLUMN (10) MAJOR AND MINOR 
DRAINAGE BASIN 

Top-lin e Entries - The major drainage 
basin in which the entry is located. See 
Appendix B for code. 

Bottom- line Entries - The minor drainage 
basin in which the entry is located. See 
Appendix B for code. 

COLUMN (10A) SUB. BASIN 

The sub-basin in which the entry is 
located. Not all States have delineated 
sub-basin limits. 

COLUMN (11) WATERCOURSE MILEAGE 

For entries discharging either raw or 
treated sewage into a river system, water- 
course mileages are entered in accordance 
with the coding system shown in Appendix 

The column does not apply to entries 
discharging onto land or into lakes or on 
ocean. When data appear in this column 
for such entries, the only purpose is to 
locate the entry, 

COLUMN (12) DISCHARGE TO 

The watercourse or land area to which 
the untreated wastes or treatment plant 
effluent is discharged. 

The following abbreviations are used. 
Ar. -Arroyo 

Br. -Branch, Brook j 
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Ca. 

-Canal 

Cr. 

-Creek 

E. 

-East 

Fk. 

-Fork 

L. 

-Lake 

Ld. 

-Land 

Lt. 

-Little 

N. 

-North 

Pd. 

-Pond 

R. 

-River 

S. 

-South 

Str. 

-Stream 

Trib. 

-Tributary 

W. 

-West 

Wa. 

-Wash 


COLUMN (13) POPULATION 

EQUIVALENT (BOD) 

Top-line Entries - The Population Equiva- 
lent (BOD) of" the untreated waste is 
entered on the top line, and followed by 
an “E” if estimated. 

Bottom-line Entries - The Population 
Equivalent (BOD) of the treated waste, as 
discharged to the receiving area, is en- 
tered on the bottom line. If estimated, an 
"E” is added. 

Note: When waste discharge is not into 
a body of water, but is rather onto land 
or into lagoons from which there is no 
overflow, the bottom line entry in this 
column may bo shown in one of two 
ways: 

Some States enter a figure showing the 
PE (BOD) of the wastes as they are dis- 
charged into these land aroas or lagoons. 
Other States enter an "0" to Indicate 
that no waste reaches a watercourse. In 
both cases exactly the same situation 
exists physically, only the method of 
describing it differs. 

COLUMN (14) POLLUTION ABATEMENT 
NEEDS 

Symbol Explanatory Notes 

0 New treatment This symbol Indicates 
facilities the need for a new plant 


when a "None 1 ' appears 
in column 8. 

1 Enlargement This symbol indicates 

of existing a need for enlargement 

facilities of the existing treatment 

plant shown in column 8. 
For exqmple, addition of 
another filter to a trick- 
ling filter plant. 

When this symbol is used 
it indicates that the 
degree of treatment or 
tlie Type of pollution 
control measures in use 
are considered to be 
adequate. 

2 Addition of This symbol indicates a 

other treat- need for addition of other 

ment methods treatment methods to the 

to existing treatment plant shown in 

facilities column 8. For example, 

the addition of trickling 
filters to a primary treat- 
ment plant. 

When this symbol is used 
the degree of treatment 
or the type of pollution 
control measures in use 
are not considered to be 
adequate without supple- 
mentation. 

Chlorination This is a specific re- 
quirement coming under 
symbol "2” above. It 
may be used either in 

conjunction with that 
symbol (as when chlori- 
nation plus other addi- 
tions are needed), or in 
place of it (as when 
chlorination only is 
needed). 

Replacement This symbol indicates a 

of existing need for replacement of 

plant the existing treatment 

plant shown in column 8. 
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Symbol Explonotory Notes 

4_(contd.) 

"Replacement” means 
that the plant or pollu- 
tion control measures re- 
placed will no longer be 
used. It is possible that 
this replacement may be 
by a plant or by pollution 
control measures provid- 
ing the same degree of 
treatment as those which 
are replaced. This sym- 
bol provides for recogni- 
tion of the fact that pol- 
lution reduction has been 
provided for, but that due 
to obsolescence, or for 
any other reason, the 
existing facilities are no 
longer capable of produc- 
ing satisfactory results. 

5 Improved 
operation or 
utilization of 
existing 
facilities 

6 Connection 
to adequate 
existing sewer 
system 

7 No project 
needed 


COLUMN (15) REMARKS 

Any pertinent remarks relating to the 
entry appear in this column. 


APPENDIX A 

TREATMENT CODE 

The principal treatment devices and 
methods are identified by capital letters 
ond are further described by subsequent 
lower case letters. In general, the sym- 


bols will be arranged in the order of sew- 
age flow, with sludge treatment symbols 
following thereafter. Combination units 
performing more than one function in a 
single structure are denoted by enclosing 
the appropriate symbols in parentheses. 
Enclosures in brackets indicate parallel 
or alternate operation. Chlorination, where 
used is noted only once for each plant, 
regardless whether or not actual applica- 
tion is made at more than one point. 

KEY TO SYMBOLS 

A Aeration 

Aa— Activated sludge, diffused air aera- 
tion 

Ac— Contact aerators 
Ae---Extended Aeration 
Am —Activated sludge, mechanical aera- 
tion 

Ap— Aeration, plain, without sludge re- 
turn 

B Sludge beds 

Bo---0pen 
Bc--Glass covered 

C Settling tanks 

Ci — two story (Imhoff) 

Cm —mechanically equipped 
Cp— plain, hopper bottom or intermit- 
tently drained for cleaning 
Cs— septic tank 

□ ---multiple tray, mechanically equip- 
ped 

D Digester, separate sludge 

Dc— with cover (fixed if not otherwise 
specified) 

D(cg)-gasometer in fixed cover 
De— gas used in engines (heat usually 
recovered) 

Df— -with floating cover 
Dg— with gasometer cover 
Dh— gas used in heating 
Dm —stirring mechanism 
Do — open top 
Dp— unheated 
Dr ---heated 

Ds— gas storage in separate holder 
L>t— stage digestion 

: Chlorination 

Ec— with contact tank 
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APPENDIX A (cont'd.) 

Eg---by chlorine gas 
Eh---by hypochlorite 

F Filters 

Fc— contact beds 
Fm --magnetite (straining) 

Fo-— roughing filters 

Fr ---rapid sand or other sand straining 
Fs— intermittent sand 
Ft ---trickling (no further details) 

Fth- -h i gh capacity 

Ftn-fixed nozzle, standard capacity 
Ftr --rotary distributor, standard capacity 
Ftt --traveling distributor, standard ca- 
pacity 

G Grit chambers 

Gh— without continuous removal mecha- 
nism 

Gm--with continuous removal mechanism 
Gp — grit pocket at screen chamber 
Gw --separate grit washing device 

H Sludge storage tanks (not second 

stage digestion units) 

Hc--covered 

Hm-with stirring or concentrating mecha- 
nism 
Ho--open 

I Sewage application to land 

Ic — with cropping 
|p-— percolation beds 
Is— -sub-surface application 
lu — land underdrained 

K Chemical treatment - Flocculation. 

Chemical treatment-type • units or 
equipment not necessarily complete 
or operated as chemical treatment 
Ka— flocculation tank, air agitation 
Kc— chemicals used 

Km -flocculation tank, mechanical agita- 
tion 

Kx— no chemicals used 

L Lagoons 

Le— evaporation lagoons 
Lo— oxidation lagoons or ponds 
Lp— -lagoon for settling of sewage 
Ls— sludge lagoons - not for treatment of 
sewage 

0 Grease removal or skimming tanks 

not incidental to settling tanks 
Oa— aerated tank (diffused air) 


Om --mechanically equipped tank 
S Screens 

Sc — comminutor (screenings ground in 
sewage stream) 

Si — intermediate screens (1/8" to 1/2" 
openings) 

Sf — fine screen (less than l/8"openings) 
Sg —screenings ground in separate 
grinder and returned to sewage flow 
Sh — bar rack (1/2" to 2" openings) hand 
cleaned 

Sm--bar rack (1/2" to 2" openings) me- 
chanically cleaned 
Sr — coarse rank (openings over 2") 

St — garbage ground at plant and added 
to sewage flow 

T Sludge thickener 

Tc— covered 
Tm —stirring mechanism 
To— open top 

V Mechanical sludge dewatering 

Vc— sludge centrifuge 
Vv— rotary vacuum filter 
Vo— other 

X Sludge disposal 

Xb— barged to sea 
Xd— used for fertilizer 
Xf --burned for fuel 
Xn— incinerated 
Xp— used for fill 

Z Sludge conditioning 

Za— chemicals used, alum 
Zc— chemicals used (unidentified) 

Zi— chemicals used, iron salt 
21 --chemicals used, lime 
Zx— no chemicals used 
Zy— elutriation 

APPENDIX B 

LIST OF MAJOR AND MINOR BASINS 
NE - Northeast 

1 Quinnipiac River & Western Connecti- 
cut Coastal 

2 Housatonic River 

3 Pawcatuck River and Eastern Con- 
necticut Coastal 

4 Connecticut River 

5 Thames River 

6 Narragansett Bay 
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APPENDIX B (cont’d.) 

NE - Northeast (cont'd,) 

8 Massachusetts Coastal 

9 Merrimac River 

10 Piscataqua River and New Hampshire 
Coastal 

12 Saco River and South Maine Coastal 

14 Presumpscof River and Casco Bay 

15 AndVoscoggin River 

16 Kennebec and Sheepscot Rivers 

17 Penobscot River 

18 North Maine Coastal 

19 St. Croix River 

20 St. Johns River 

21 Lake Memphremagog 

24 Lake Champlain 

25 St. Lawrence River 

26 Lake Ontario 

27 Lake Erie-Niagara River 

28 Genesee River 

29 Oswego River 

30 Mohawk River 

31 Upper Hudson River 

32 Lower Hudson River 

NA - North Atlantic 

1 New Jersey - New York Metropo|i)an 

2 New Jersey Coast 

3 Delaware River - Zone 1 

4 Delaware River ■ Lehigh 

6 Dpln ^ Sl Ver * Schuylkill 

6 Delaware R.ver - Zone 2 

7 De aware River - Zone 3 

8 Delaware River - Zone 4 

ip ^ us 9 u ®hanna River • Nnj-th n . 

0 S.-.wk.nna R ive . We st 

i3 

Delaware CoasT * ° Y and Wor W°nd 
* Potomac River 

13 Ka PPa>nnock and York pr, 

9 mia Coast k R,vers 

lo James River 


Vir- 


SE 

I 

2 

3 

4 


• Southeast 

Chowan River 
Roanoke River 
•or River 
R euse River 


5 North Carolina Coastal Area 

6 Cape Fear River 

7 Yadkin - Pee Dee Rivers 

8 Pee Dee River 

9 Catawba -Watoree Rivers 

10 Congaree River 

11 Santee - Cooper Rivers 

12 Edisto - Combahee Rivers 

13 Savannah River 

14 Ogeechee River 

15 Ocomee River 

16 Ocmulgee River 

17 Al tamaha River 

18 Safilla River 

19 St. Marys - Nassau Rivers 

20 St. Johns River 

21 Suwanee River 

24 Tampa Bay Area 

25 Peace Ri ver 

26 Kissimmee River 

27 Florida East Coastal Area 
" ^©•’Florida Area 

29 Flint River 

^ b ^Uohoocbee River 

31 Apalachicola River 

32 Choctawhatchee River 

33 Perdido - Escambia Rivers 

34 Tallapoosa River 
Coosa River 

36 Cahaba River 

37 Alabama River 

39 H PPer T ° mb '9bee River 
3? Warrior River 

4? uTV I 0,Tlb ''9bee River 
41 Mob,le Bay Area 

P Q scagoula River 
Pearl River 


TR • Tennessee R| ver 

J ^i ncb ^ ,Ver 

4 Ralston River 

4 [ZrA B '°°* River 

J u- 'ennessee Ri ver 

5 H wassee R iver 
0 Elk River 

7 Duck River 

0 lennessee Ri Ver w • r 

W'nor Tributaries ^ a,n ^ fern ano * 
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APPENDIX B (cont'd.) 

OR - Ohio River 

1 Allegheny River 

2 Monongohela River 

3 Beaver River 

4 Muskingum River 

5 Little Kanawha River 

6 Hocking River 

7 Kanawha River 

8 Guyandot River 

9 Big Sandy River 

10 Scioto River 

1 1 Little Miami River 

12 Licking River 

13 Miami River 

14 Kentucky River 

15 Salt River 

16 Green River 

17 Wabash River 

18 East Fork White River 

19 West Fork White River 

20 Cumberland River 

21 Ohio Main Stem and Minor Tributaries 

22 French Creek 

23 Clarion River 


16 Fox River 

17 III inois River 

18 Mississippi River-St. Louis Area 
1 7 Meramec River 

20 Kaskaskia River 

21 Big Muddy River 

22 Mississippi River - Cape Girardeau 


WL • Western Great Lakes 


23 

24 

25 

26 


Lake Superior 
Green Bay Western Shore 
Fox-Wolf River 

Lake Michigan Western Shore (Includes 
No. Suburbs of Chicago which drain to 
Lake) 

Lake Michigan-Lake Huron North Shore 
Lake Michigan Northeastern Shore 

29 Muskegon River 

30 Grand River 
Kalamazoo River 
St. Joseph River 
Lake Huron Western Shore 
Saginaw River 
St. Clair-Detroit Rivers 
Lake Erie Western Shore 


27 

28 


31 

32 

33 

34 

35 

36 


LE - Lake Erie 

1 Maumee River 

2 Sandusky River 

3 Cuyahoga River 

4 Lake Erie Shore Line and Minor Tribu- 
taries 


1 

2 

3 

4 

5 

6 
7 


UM - Upper Mississippi 

Red River of the North 
Rainy River 

Upper Portion Upper Mississippi Riv 
Minnesota River 
St. Croix River 

Lower Portion Upper Mississippi Riv 
Wisconsin River 

8 Mississippi-Wapsipinicon and Trib 
taries 

9 Rock River 

10 Mississippi-lowa-Cedar Rivers 
Mississippi-pes Moines-Skunk Rivei 
Mississippi-Salt Rivers 
Chicago-Calumet Rivers 
Des Plaines River 
Kankakee River 


12 

13 

14 

15 


MR - Missouri River 

1 Upper Missouri River (Main Stem and 
Iributaries to below mouth of Milk 
River) 

2 Yellowstone River 

3 Missouri-Souris Rivers (Main Stem and 
Minor Tributaries from mouth of Milk 
River to Snrinn r 

Lakr 
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APPENDIX B (conl’d.) 


SW - Southwest-Lower Mississippi 


1 Upper Arkansas River above Kans.- 
Colo. Stole Line 

2 Arkansas River Kans.-Colo. State Line 
to Tulsa, Okla. 

3 Verdigris River 

4 Grand (Neosho) River 

5 White River 

6 Lower Mississippi River - Cairo, III. 
to Helena, Ark. 

7 Cimarron River 

8 North Canadian River 

9 Arkansos River - Tulsa, Okla. to Van 
Buren, Ark. 

10 Arkansas River Basin - Van Buren, 
Ark. to mouth 


I I 
12 

13 

14 

15 

16 

17 

18 


20 

21 


Lower Mississippi - Yazoo Rivers 
South Canadian River - above Tex. 
Okla. State Line 

South Canadian River - below Tex. 
Okla. State Line 
Washita River 

Upper Red River -above Denison, Tex 
Lower Red River- below Denison, Tex 
Ouachita River 

Lower Mississippi - Big Block River; 

Afrnnln n»»/i D;.. 


~ 

19 Atchafalava River 
on i • . 


J I XI T t 

Calcasieu River 

Lower Mississippi River ■ Natchez 
Miss, to Gulf 


CR - Colorado River 

1 Lower Colorado River 

2 Middle Colorado River 

3 Upper Colorado River 

4 Gila River 

5 Little Colorado River 

6 San Juan River 

7 Green River 


WG - Western Gulf 


' Sabine River 

2 Neches River 

3 Trinily and San Jacinto Rivers 

4 brazos River 

5 Colorado River (of Texas) 

Rivers L0V0C ”' °" d S °" A ">°» 


7 Nueces River 

8 Pecos River 


9 Upper Rio Grande -above Pe^os River 
10 Lower Rio Grande -below Pecos River 

PN - Pacific Northwest 

1 Kootenai River 

2 Clark Fork-Pend Oreille Rivers 

3 Spokane River 

4 Yakima River 

5 Columbia River - above Yakima River 

6 Upper Snake River 

7 Central Snake River 

8 Middle and Lower Snake Rivers 

9 Willamette River 

10 Columbia River - below Yakima River 

11 Puget Sound 

12 Washington Coast 

13 Oregon Coast 

14 Southern Oregon Lakes 

CL - Cal ifornia 

1 Klamath River 

2 North Coastal 

3 San Francisco Bay Reqion 

4 Central Coastal 

5 Santa Clara River 

6 Los Angeles River 

7 Santa Ana River 

8 San Diego Region 

9 Sacramento River 

10 San Joaquin River 

11 Kings and Kern Rivers and Tulare 
Lake 


GB - Great Basin 

1 Northwestern Lahontan 

2 Humboldt River 

3 Central Nevada 

4 Owens River 

5 Mojave Desert 

7 ottl, LoTL ReBi ° n 

8 Sevier River 
AL - Alaska 

1 Southeastern Alaska 

2 North Pacific Ocean 

3 Bering Sea 

4 Kuskokwim River 

5 Y ukon River 

6 Arctic Ocean 

7 Noatak-Koabuk Rivers 
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APPENDIX B (cont’d.) 

HA - Hawaii 

1 Hawaii Island 

2 Kauai Island 

3 Maui Island 

4 Oahu Island 


APPENDIX C 

The watercourse mileage system is 
illustrated with reference to the accompa- 
nying diagram of the (hypothetical) Nuavo 
River minor basin. 

Shown are the main stem of the minor- 
basin, together with those tributaries on 
which sources of pollution are located. 
Tributaries entering the main stem are 
located by mileages above the mouth of 
the main stem. Sub-tributaries are located 
by mileages above the mouth of the tribu- 
tary into which they discharge, tertiary 
tributaries by mileages above the mouth 
of the sub-tributary into which they dis- 
charge, and so on for fourth, fifth, etc., 
tributaries. 


The watercourse mileage coding for 
each source of pollution on this river sys- 
tem is shown in the foliowina table: 


Source of Pollution 

A 

B 

C 

D 

E 

F 

G 

H 

I 

J 

K 

L 

M 

N 

P 

Q 


Watercourse Mileage 
N5 

N13-6 
N 1 0-1 0 
N 10-1 8-9 
N18 
N22 

N26-17-6-5 

N35 

NR44-23 

NR44-28 

NR44-L25-6 

NR44-R25-6 

NL44-6 

N52 

N59-5 

N67 


In each code symbol a letter - "N" in 
this case - appears first to denote the 
main stem concerned. The letter symbol 
is followed by numbers which locate by 



NUAVO RIYER 
minor basin 


river mileage the particular source of pol- 
lution. 

The coding for throe sources of pollu- 
tion from the table is discussed more 
fully below: 

1) Source D Code: N10-18-9 

This source of pollution is located on a 
second tributary, which enters the fJrst tribu- 
tary 18 miles above its mouth , The first tribu- 
tary, in turn , enters tho main stem 10 miles 
above its mouth < The coding for "D M is then 
made up as follows: 

N10 Indicates a point 10 miles above 
the mouth of the main stem 

-18 A point 18 miles above the mouth 
of the first tributary 

-9 A point 9 miles above the mouth of 
the second tributary 
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APPENDIX C (cont'd.) 

2) Source J Code: NR44-28 

Located on a first tributary which enters the 
main stem 44 miles above its mouth , The cod- 
ing for “J” is made up as follows: 

NR44 A point 44 miles above the mouth 
of the main stem, on the right bank. 

-28 A point 28 miles above the mouth 
of the first tributary 

Note that in the coding for source “J" 
above, an additional letter - an "R” - a p- 
pears after the "N” designating the main 

f(nfl ,n ,b ® firs , t P^t of the code. This 
signifies that the tributary carryinq 
pollution from source “J” enters the main 
stem on the right side, looking upstream. 
The second letter serves to differentiate 
this tributary from that entering directly 
opposite, on the left side of the main stem 

tions' V'T" 6 " M ” ) - Tbe desi 9"°- 

.. *• ^ ^ are necessary only in 

situations of this type. The same principle 

on y r°[ S< l be app ! ed t0 similar conditions 
A (■ awoys Poking upstream 
to define the right and left links tG! 

•s shown in the next example. " 

3) Source L Code: NR44-R25-6 
Loccec/ on a second tributary which enters 

ThJrV T y 25 m “ eS ab ° Ve its 

hlws * S ° UrCe " L ” is «P os 

NR44 A point 44 miles above the mouth 

of the main stem, on the right bank. 

-R25 A point 25 miles above the 
Cf ° f ,h6 first tributa ^- on the right 

ofthfstcS^^^-th 


In this case the "R” designation 
necessary in the mileage coding of t 
first tributary since at this point anoth 
second tributary enters on the opposi 

“K” fNR44 N |°!)Vl\ 0t rtf codin 9 for s °on 

source 4 ^ V 6rS / r0m ,bat f 

f° U ' Ce . L 0ny b y the f °ct that it 
located on a tributary entering on the le 

jwnk - looking upstream - of the first fribi 

ct P .il t,10S6 < i aSeS Y berB ,wo or more mai 
stems are located in one minar-basir 

S'terr- is ma . ds by ,be firsf ^te 

of the code, i.e., the M N” in this cos 

Z n d,St T ish ^es of poll Hon o, 

the Nuavo River from those on, say th 

.K. feE.-" 'r. '.r;;. 1 ".": 

will be used for distinction. Thus if in 
addition to the Nuavo, the North Rivir 
was dso a main stem in this minor-basin 
the Nuavo could be coded as given To ' 
(( N qi while the North could be coded as 

Major points to be reiterated are: 
mile A 0 "es mileaSOS ' h ° °"> rlv. r 

3) For uniformity, right and left banks of 
he mam stem and tributaries are ocated 

tttsrr on " ,o •- » 



The data for this State have been collected 
with the helpful cooperation of the: 


State of Illinois 
Sanitary Water Board 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SEWER 

OR 

sanitary district 

INSTITUTION 


COUNTY 


ARLINGTON HEIGHTS Cook 


ARTHUR 

ASHTCH 

ASSUMPTION 

A3TORIA 

ATLANTA 

AUBURN 

AUGUSTA 

* AURORA (S. D») 
AVISTON 
BARRINGTON 
BARRINGTON fOODS 


Douglas-Mouttrie 

Lee 

Christian 

Fulton 


I960 

Population 


ABINGDON 

Knox 

3,469 

ADDISON 

Du Pago 

6,741 

ALSANT (S. D.) 

Fhtteslde 

637 

ALBION 

Edvards 

2,025 

ALEDO 

Mercer 

3,080 

ALEXIS 

Warren 

878 

A LG On OWN 

MoHenry 

2,014 

ALHAMBRA 

Madison 

537 

ALSIP 

Cook 

3,770 


27,878 (29,150) 

2,120 2,120 


STATE 

YEAR 


ILLINOIS 

1962 

PAGE 1 of S 


TREATMENT FACILE 


TREATMENT 


915 915 

0,1308 0,200 

- 

2.000 

63,715 78,000 S 

9.180 15,000 

* ~ 

100.00 

717 720 C 

0.043S 0.100 

- -* 

1.000 

M 3 * 5,430 SC 

0.950 1,000. 

- - 

7.000 1 

w (400) s ] 

0.032E - 


BARR, 

Pike 

1,422 

mrtlot 

Cook 

1,540 

BARTtSVIUB 

Peoria 

7,255 

BATAVIA 

Kane 

7,495 


1,400 S 


7,030 CS 


0.004E 0*150 
1.500 


1»400| l,Q00 

11.000 


ShAaCmDa* 

SoGrcCmAaCmD/hoptBo 

See Chicago S. D* 
Barrington Woods Pit 
ShCiFtrCpBo 

See Chicago S. D, 
Bartlett Plant 
See Peoria S. 0, 

SoOaCmAaCmHomVv 
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ST ATE 

YEAR 



ILLINOIS 

1962 

PAGE 

1 of 22 




DRAIN- 



P.F. (ROD) 




COMMUNITY, SEWER 

AGE 



1 






WATER- 

DISCHARGE 

mmnsm 




OR 




LINE 

NO. 

SANITARY DISTRICT 

Maj 

Min 


COURSE 

MILEAGE 

TO 


.11 

REMARKS 


INSTITUTION 

Sub 


ME9EBN 

□ B 







EflnQmgg 

~r>£ 








■kW.vkiM 

EX< 



9 

10 

10a 

11 

12 


14 

is 

1 

ABINGDON 


LQ 

1120. 2-45*0 

Dago Slough-lndian Cedar 

3,400 

7 




E 

- 

-20*6-6.0 

and Swan Cra. Spoon R. 

600E 



2 

ADDISON 

UN 

14 

4 

1290.0-27.4 

-22.6 

Salt Creek 

5,250 

1,240 

7 

*This enlargement under construction. 

3 

ALBANY (S. D.) 

UU 

8 

X 

X 

X 

635 

125E 

7 

*Aerated digestion. 

4 

ALBION 

OR 

X 

X 

Butter Creek 

2, iuoe 

7 




17 

- 

- 


315S 

- 


5 

ALEDO 

UM 

X 

X 

Pipe Run and 

3, OOOE 

4 




11 

“ 

- 

Pope Creek 

450E 

- 


6 

ALEXIS 

UM 

X 

X 

Middle Henderson Creek 

050E 

7 




11 

- 

- 

and Henderson River 

ISOS 

- 


7 

ALGONQUIN 

uu 

7 

1239*7-82* I 

Fox River 

1 i y.nn 

7 

♦♦This enlargement under construction. 



16 

- 

- 

180 


B 

ALHAMBRA 

UM 

X 

X 

Tributary to Kaskaskia 

540 

7 




20 

- 

- 

River 

GOE 

- 


9 

ALSIP 

UU 

3 

- 

Calumet - Say Channel 

_ 





13 

- 

- 

- 

* 


to 

ALTAUONT 

OR 

X 

X 

branch of Dig Creek 

800E 

7 


n 


17 

- 

- 


120E 

- 


ALTON 

UU 

18 

X 

X 

Mississippi River 

33,500 

33,500 

0 

"Final plans being drawn for S.T.P. 

12 

AMBOY 

UU 

X 

X 

3reen River 

2,Ob6E 

4 


13 


9 

- 

“ 


1 , 345E 

- 


ANNA 

UU 

X 

X 

Little Cache Creek 

0, OOCE 

7 


14 


22 

- 

- 


1 , 200E 

- 


ANTIOCH 

UU 

7 

1239*7- 

Sequoit Creek 

l r 5J0 

7 




16 

- 

UO. 3-5.0 


135 

- 


15 

ARLINGTON HEIGHTS 

UM 

4 

- 

Sanitary and Ship Canal 

_ 





14 

- 


- 

- 


16 

ARTHUR 

UM 

X 

X 

Kaskaskia River 

2, 120E 

2 




20 

- 

- 


320E 

- 


17 

ASHTON 

UU 

X 

X 

Beach Creek - Kyte River 

1, OOOE 

7 




9 

“ 

- 


150E 

- 


18 

ASSUMPTION 

UU 

12 

X# 

Big George Creek - 

1,440 

0 

"*197.7-64,0-54.2-15.9-6.8 

19 


17 

~ 

** 

Flat Branch* - 

l , 44QE 

- 

*South Fork of Sangamon River. 

ASTORrA 

UU 

15 

1101,8-6*2 

Drainage dltoh, Harris Br 

1,200 

2 



17 

- 

- 

Rin?ar Or. tllinoia River 

7SOE 

- 


20 

ATLANTA 

UU 

12 

197.7-36.4- 

Kickapoo Creek 

1,660 

4 




17 

- 

28*2-17.3 


1,0 L5E 

- 


21 

AUBURN 

UU 

12 

197.7-64,0 

Sugar Creek - S. Fork 

2,000 

7 




17 

- 

R7.7 

Ransomon River 

160E 

- 


22 

AUOUSTA 

UU 

11 

183.9-42.8 

William Creek - 

1,916E* 

7 

includes waste from a chicken 

23 


17 

- 

-2*8-6. 0 

La Moine Creek 

190E 

- 

packing company. 

* AURORA (S. D.) 

UU 

7 

1239*7-40,9 

Fox River 

48,560 

7 




16 

1 “ 

1 


6,375 

- 


24 

AVISTON 

UM 

; X 

X 

Tributary to Kaskaakia 

720 

7 

♦Aerated digestion. 



20 


“ 

River 

HOE 

- 

25 

BARRINGTON 

UU 

7 

1239*7-90.4 

Flynn Creek and 

7,280 

7 




16 

- 

-8.6 

Fox River 

595 

- 


26 

BARRINGTON WOODS 

UU 

7 

- 

Tributary to Fox River 

_ 





16 

- 

- 

- 

- 


27 

BARRY 

UM 

X 

X 

Hadley Creek 

l,4O0E 

7 




12 

- 

- 


2 LOB 

- 


28 

BARTLETT 

UU 

X 

- 

West Oranoh of 






14 

- 

- 

Du Pa*e River 

- 

- 


29 

BARTCNVILLE 

UU 

14 

; 

Illinois River 

_ 

_ 




17 

- 

! 


- 

- 


30 

BATAVIA 

UU 

7 

1239.7-55*4 

Fox River 

19,000 

7 




16 

- 

- 


1.890 

- 



13 
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BEARD3T0IN (S. D.) 

BECKEMEYER 

BEDFORD PARK 

BEECHER 

* BELLEVILLE 

BELLffOOD 

GELVIDERE 

BEHLD 

BENSENVILLE 

ft BENTON 

BERKELEY 

BERIYN 

BETHALTO 

BLOOM I NO TON 

BLOOMINGTON 
Clearvle* SuW. 
ft BLOOM INOTON-NORMAI 
SANITARY DISTRICT 
ft BLOOM TfP. S. D, 

BLOB ISLAND 

BLUFFS 

BOURBONNA 13 

BRADLEY 

BREESE 

BRIDGEPORT 

BRIDGE VIEW 

BROADVIEW 

BROOKFIELD 

BROOKLYN 

BROOKPORT 

BROWNSTOfH 

BURNHAM 


Cass 

Clinton 

Cook 

Will 

Saint Clair 
Cook 
Boone 
Macoupin 
Du Page 
Franklin 
Cook 
Cook 
Madison 
McLean 
McLean 
* McLean 
Cook 
Cook 
Scott 
Kankakee 
Kankakee 
Clinton 
Lawrence 
Cook 
Cook 
Cook 

Saint Clair 
Maasao 
Fayette 
Cook 


20,729 

11.223 
1,848 
9,141 
7,023 
5,792 

54.224 
3,235 

36,271 


19,618 

779 

3,336 

8,082 

2,461 

2,260 

7,334 

8,583 

20,429 

1,922 

1,154 

659 

2,478 


6,500 C 1.250E - 

1,055 S 0.094 0,130 

1.300 

(735) C x 

1,400 x 0.056E x 
“ x 

38.000 C 4.720 8.400 

113.40 

(20,730) C x 

11,220 S 1 . 500 E i.800 

10,000 

1,850 C O.OUE 0.270 
2.700 

8,600 S 1.325 3.000 

20.000 

7.000 S 0.630E 0.900 

9.000 

(3,430) S x 

(54,225) C x 

3,300 S 0.080 0.270 
2.700 

(36,270) C x 

220 S 0.010S 0.025 
0.250 

52,500 C 8.462 5,400 

54.000 

68,000 CS 8,800 8,500 

60.000 

(17,620) C x 

770 S 0.062E 0.075 

1.000 

4,125 S 0.300E 0,330 
3.300 

0,080 CS 0.920 1.320 

12.000 

2,180 S 0.440 0.6b0 , 

6.600 | 

2,260 C 0.250E 0,024 l 
2.520 . 

(7,335) S x - - 


See Chicago S. D. 

West - Southwest Plant 
Cs 

SchQmCmFoAaCraDef trBo 

See Chicago 3. D. 

West - Southwe3fc Plant 
ShC CraAmCmEogDf thBoVv 

(CmDm)PtrCraBo 

ScCmFtrCmBgDchfrtLs 

SaCmFtrCmDfhBo 

See Chicago S. D, 

West - Southwest Plant 
See Chicago 3. D, 

West - Southwest Plant 
SahCmAaCmDoghrBoX 

See Bloomington 
Normal S. 0, 

Lo (2) 

SsihOmCiFtnCciBoLa 

ShmoGamCmAaCmDefgtrWBoLa 

See Chicago S, D. 

Calumet Plant 
ShCiFtrCpBo 

ShGhClFtrCpBo 

SaQaCmAaCmDfrBoLs 

ShCoAaDchafrBoX 

Lo 


(6,930) CS x - 

(20,900) C x 

1,900 S 0.076E .. 

If 150 S 0.120E - 

600 S 0.024E O.OBO 
0.800 

(1,330) C x 


See Chicago 3* D. 
ffeat - Southwest Plant 
Sea Chicago S» D. 
tteafc - Southwest Plant 
See Chicago S. D, 

West - Southwest Plant 
None 

None 

ShCiFtrCpBo 

Sea Chicago S, 0. 
CeXuraat Plant 








INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


ILLINOIS 

1 1 1 

I96S 

j PAGE 


LINK 

NO. 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


AGE 
BASIN 1 


WATER- 

COURSE 

MILEAGE 


10a 


11 


DISCHARGE 

TO 


UN- 
TREATED 
WASTE 


D1S 
CHARGED 
WASTE 


12 


E. (BOD) 


13 


REMARKS 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 
11 

12 

13 

14 
13 
16 
17 
lfl 

19 

20 

21 

22 

23 

24 
23 
26 

27 

28 

29 

30 


BEARDSTQWN (8. D.) 
BECKEUEYER 
BEDFORD PARK 
BEECHER 
ft BELLEVILLE 
BELLW00D 
BELVIDERE 
BBNLD 

bbnsenville 
ft DENTON 
BERKELEY 
BERWYN 

dethalto 

BLOOMINQTON 
bloohinoton 

Cloarvle* Subd. 
ft BLOOM INOTON-NORMAlJ 
SANTTARY DISTRICT 
ft BLOOM TWP. S. D. 

BLUE ISLAND 

BLUFFS 

BOURBONMAIS 

BRADLEY 

BREESE 

BRIDGEPORT 

BRIDGE VIEW 

BROADVIEW 

BROOKFIELD 

BROOKLYN 

BROOKPORT 

BR0WN3T0WN 

BURNHAM 


x | IB8.7 1 Illinois River 

X | x | Beaver Creak 

2 | - I Chicago Sanitary and 

Shin Canal 

6 I I272.B-50,t Tricntn Creek and 
13.0-1,3 Kankakee River 
x | x Richland Creek 

2 | - 1 Chicago Sanitary and 

flhin Canal 
x I x iKishwaukea River 


UU x 
ia|- 
UM 

CHI x 
2l|- 
4 


Tributary to 
Cahokla Creek 
1290*0-27,41 Bellwood Branch 
-24.3-U.4 salt Creek 

Big Muddy Crock 


4 

X X 


Chicago Sanitary and 
fihlo CanaL 

Chicago Sanitary and 
Shio Canal 
Rook Branch - Wood River 


12] 
17| - 

121 
17 
UU 12| 
17 - 
3 

I 3 

15 


Sugar and Salt Creeks to 
Santmfnon River 

197.7- ^36,4 Tributary to 
11,2-46*0 Snncramon River 

197.7- 36.4 Sugar and Salt Creeka to 
It. 2-46.0 Snnsramon River 
1303. 4-t6.3| Thorn Croak 
•8. 9-U. 3 

Calumet-Sag Channel 


if - 1 - 
UU 6 
15 - 


170.8- 5.3 

1272. 8- 28.61 


Uul 6 


lx 

X 

2 

4 

4 


01 

r 

ui 
i 
ui 

l- 

ui 

V 

UI 

u 

OR 
21 
m x 
2( - 
UM 3 
13 - 


1272.8-31 

I -1.6 

x 

X 


X 

x 

X 


6,500 

6,500 

L,055E 

160E 


l|40d 

980S| 

82,400 

4,160 


11.220E 

1,660S 

1,850E 

280E 

5,450 

8201 

7,OOOE 

1,050E 


3.300E 

495E 


220E 

30E 

77,145 

10,425 

77,000 

16,900 


WoLf Run- 
1 1 linoia 
Kankakee 

Kankakee 

Shoal Cr 

Indian C 

Chicago 
Ship Can 

Chicago 
Shin Can 
Chicago 
Ship Car 

Misaisal 

Ohio Hl\ 

Camp Cn 
Kaakaak: 
Calumet 






inventory op municipal waste facimtip. 

[STATE — 


COMMUNITY. SEWER 

OR 

SANITARY DISTRICT 

institution 


COUNTY" 


CARBONDALE 
N - W. PUnt 
CARLIHVIUB 

CARLYLE 

CAR1U 

CAROL STREAM 

CARPIHTERSVILLE 

carpemtersville 

Metidov Dale Subd. 


CHAMPA lOW 

R.tf, Sevan Company 
CHARLES TOW 

CHESTER 


ILLINOIS 


treatment 


S s I D / S ’ d 

1960 Estimated ^ O rT'“” — 

Population Population £ O ^ DailyFlowl 

^ 4 s^oisLJ 

>£ >< O RE. 

< O S g (lOOO’s) 

— \ — - — _ 

3,710 3,710 5 R.470E 0 . 500 T*T " ~ 

~ - - 12.600 Sn0aj ' c ®FoFtrCiiiDfhtBo 

1,578 1,400 p h.nnr I „ ... ” 

9*348 1 9,000 C | 1.35 0 1 

25,000 (25,000) C 

8,458 (8,590) C x 

* -* _ '“5W O. L 

1.865 3 O.850E «,.!«> C * l “ ,t Want 
1.600 ShCaFtrCpDoreBo 
I* 100 IS .» . 


o f BB 


•I30E 0.L4B e n nM n * 

1.480 SoGhA P CtaD °pBo 


See Chicago S, D, 
Calumet Plant 
See Chicago S. D, 
Calumet Plant 


* • 

1,100 S °»035E 0.150 n „ D 
1.500 C1L ° Bo 


13,58B 

13,590 C 

1 *0905 

14,670 

14,600 S 

1.260 

_ 

x s 

0.190 

5.450 

5,000 C 

0,472 

2,903 

2,600 S 

0.120 

6,152 

3,000 S 

0.450 

836 

2,400 S 

0.299 

17,525 

2,000 S 

lo,200E 


5. 5 oo : c 

0.300 
3.000 

ShClFthBo 

2.660 1 ScCoAmC ® D ccipBc 

ShCiFtnCmBo 
SaGamCraAaCmVv 
Ca 

ShCmAmCmDchBo 


I 2.500 

20,400 S 1 1 . 60 0B 3,400 

34.000 

2i350 S 0.200E 0, 0 40 
0.400 

1*600 S O.iOOS 0.300 

3.000 _ 

3,325 S 0*3302 i) xko I 

3^680 1 ShC1FtnC P B SHcBo 

2.200 S 0.095 0.57b I I „ „ 

3.500 8°0®PtrCfflDfrBo 

2,100 C .200E 0.300 SoOhOFtrCDfhBo 

1.200 $ 0.500E 0.120 
310 C O.OI6EJ x I 

a'zoo £°* Mder ConstruoUon y°t> 

I 2.000 „ 

18,300 CS 1 .0005 1 i ooo <, 

- ' - 10.000 L SoahcIFtnCpBo 

600 x 0.058 J 0.078 Lo 

(plant under oonatruotlon) 

See “^"a-Champalgn S.D. 

r- - a.ooo 8 °01PtrClBo 
11,000 C 1,550 1.000 

- - 10.000 S ° QaCllFtrCm 0frHoBo 

4,450 S 0.500B 0.(00 CiBe 

~ I 2 1 .200 

16 
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COMMUNITY, SEWER 

LINE 

NO ‘ SANITARY DISTRICT 
INSTITUTION 
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UT-S t 



Zi'A 


* i ' ft <o * 

Wi! * f~U v ;^s 

* vit d r 5 -m 

'* ■' '■■ •' 1 ; 

* T ''•' i r », 

,. Ll 

’ ' • l! ♦ * t; * j | 

* ^ $ >* ^ 

^ < r ■'• ^ j jj.t ' r 




« :x« 

i 


j:»a 

rJW '-a*3hi«ai 

l 



[Cm* 

•SSMV 

.i 


I*,fM 

; ** ftfcf • 

arm 

jfity 

•**«■** ft, 

j*» tut 

awn 

1 



#l**4 




INWI #».*** 


• is»atiPisf 


••IV 


•a & 






j.y,) I £s<imifcd 

| Po P u,3fi,)ri 

1 Served 


S TATE ‘ ' 

YEAR 

1 ~~ 

ILLINOIS J 

1962 J 



Htfs’ti 

For 


I Avenge I 
iDjil/FIn^’J 
MOD 


TREATMENT FACILITIES 


treatment 


*' M30 j (69,130 )j C 

I 900 

(5,835) 


! South»i!t S ° ?‘/> D ” Norlh Sld «r lf0dt ' 

Southwest nn<I Calumat Pint, to 
SJiCpAtiCmDo 

WtrepaL. 

ShClPtnCpSgLoBol.o 
e . 

SralgG/nOmCmAaCtnTom 
ZiVvXndLa 
ShAoCnoLo 

CpAuCpto 

ScCmAaCmDctBo 
IFtrCp 

PiagOnCfflAaCmT 

iCiX 

iCiftrCpLs 

»EOCCtJCC m 3o^nC m2 l L T wUBoXdnf 
'faPthCmFthCmEgX 

See Bloom r*p, s> D< 

I I n G f Chl09 s° s. D, 

0.092 O.iao Calune * Plant 
| - 1.800 SoCiFtrLs 

0.300 0.300 I n h/J . 

3,000 J ^P^CraDcp&o 


0*050 0.080 eflfc ” S ° Uthl 

I ' j 0 .B 00 | f hC 1 F sB 0 Xd 

X 


!®®. C ^ loa 20 S. D. 
^-Southweat pi ant 


„ j i - | - j Sae Hinadalo s. 0 

.'4 oJ 0 ,,J; 

f I - 1.500 f hClp trCpBo 

_ ,J55 | C j l ' 6 oo a.ioo»| c " 

I I - 8 . 000 * ShGaCIf ’trCmBo 

_ ”°| S P-030E 0.125 I a' 

g annU I *-350 / l,C!,lFt «'CpD 0 p Bo 

J’ 000 S P.MOG 0.750 " 

,J ' 7.500 SoClp t«pBo 

6,000 3 , | 0,32 q | 

3 t70 |' | ' f 3.200 I 5hClf, tPCpB 0 

-’' 70 P P' 30 ® ” 

0. 300 ) 0 I * r - 000 - 

r» 3 if ; : 

■ ‘ ^Ctr iw ‘ 

M — ui!iS 2 «wwif 



INVENTORY OF MUNICIPAL WASTE FACILITIES 



1 CHICAGO 


A CHICAGO S. D. 
Rarret Brothers Pit. 

* CHICAGO S. D. 
flarrlneton Woods PH 

* CHICAGO S » 0. 
Bartlett Plant 
A CHICAGO S. 0. 
Calumet Plant 

* CHICAGO S* D *° 

A CHICAGO S. D, 

Dowe Plant 

A CHICAGO $. D. 
Edsewood Park Plant 
A CHICAGO S. D* 
Hoffman Estates Pit. 

A CHICAGO S. D. 

Lone Tree Plant 
A CHICAao S. D. 

North Side Plant 

A CHICAGO S. D.* 

A CHICAGO S. D, l 

Streamvood Plant 
A CHICAGO \ 

West-Sou tharest Plant : 
A CHICAGO S. D, t 

Wheeling Plant 1 

CHICAGO HEIGHTS l 


^ 1 - N. Shoro Channel, N. Br. 

3 “ " Chicago R, , Calumet Sag* 

IH 3 1303. <1-16.3 Midlothi an Creek 

3 - -1.3-10.0 

7 * Tributary to 

" “ Pox River 

a 5 T277. t-53.9 Ditch to West Branch of 

* ” “ 1 * 7 Du Page River 

H 3 1303.4-17,9 Calumet - Sag Channel 

3 3 A 3 n 3 A 4 v 16 ' 3 Trlbutai, y Cal -Onion Drain 

3 - 6.0-6. 7 Ditch. I.tttlo Calumet R.# 

J 3 ? 303 ’!? . Calumot - Sag Channel 

\ 4 ^^*0-23.2 dqq plainer River 

! 4 T290. 0-27.4 wost Uranoh of 

' " 31 ••*-6.4 Rnlt Crook 

i 1325.6-25.0 Tributary N. Branch of 
- 0,5 Chicago River 

1 1325.6-7.3- N. Shore Channel - N. Or, l 

Cfiioapo River 

3 1303.4-9.0 Calumet - Sag Channel 

7 1239.7-60. 9 Poplar CreoJc - 

Po-x River , 


1290.0- 

54.0- 2.3 


CHICAGO RIDGE 
CHRIS MAN 
CHRISTOPHER 


CLARENDON HILLS 
CLAV cm 
CLINTON fS.D.) 


COLLINSVILLE 
North Plant 
COLLINSVILLE 
South Plant 
COLUMBIA 

COOK COUNTY 
Central Stiokney S D 
COOK COUNTY 
Carden IJomea S. D, 


Chicago Sanitary and 
Shi n Canal 

Dea PiaLnea River 

Thorn Creek 

Caiumat - Sag Channel 

N, Pork Bruollett'a Creek 
to V/abaeh Rivor 

Big Muddy River 

Chicago Sanitary and 
Ship Canal 

Deer Creek 
Flag Creek 
Little Wabash River 


64 7 o 7 5 3 g* 4 Co ° n Creek and 

b. .0-5*9 salt Creak 

* Cache Creek 

^ School House Cranoh - 

Cahokia Creek 

* Canteen Creek - 

Cahokia Creek 

* Carr Creek - 

Mississippi River 

I Chicago Sanitary and 

Ship Canal 

I Calumet - Sag Channel 


L, 005,720 7 
40,360 - 

3,005 0 
3 , 805E - 
6,300 7 
1,260 - 
6,229,650 7 
651,000 - 

0,600 7 
A ♦ 120 - 


1,220 7 
LOSE - 

3,I00E 1 
4651; - 


9UUE 7 
135B - 


7uOH 7 
105E - 

6.5Q0E l 
1,6450 - 
45u& / 
70E - 

9,000E l 
U350E - 

6,000 1 
900 - 
3, IVOE a 
2, 220E - 


^Channel, Chicago Sanitary 
and Ship Canal. 


2,760 1 
460 - 
623,’/*J5 7 
73,725 - 


525E I 
95B - 

1,200 7 
120 - 
10,200 7 
1,530 - 


*and Calumet-Sag Channol* 
“Country Club HiUa Plant. 


H 127th and Ridgeland Plant. 


*Fl<m obtained from conauHlna 
report. High duo to w. mlin iUu 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


TOMUliNlTY, SEWER 
OR 

HVJTARY DISTRICT 

INSTITUTION 


COOK COUTH Cook 

flik Acrea (SO) 

COCK COUNTY Cook 

Cra-rivl*# 3. D. 

COCK COUNTY Cook 

Wirtr Hsl^hts S. D, 

COOK COUNTY Cook 

feeds S 0 

COCK COUNTY Cook 

Ore Mr-1 Plica $, &. 

cock county cook 

Pl-n Or.-jvft Estates 

COOX COUNTY Cook 

Sauth Stickney S. D, 

COCK COUNTY* Cook 

COOK COUNTY Cook 

In* "oveiop. Sutd. 

COOK COUNTY Cook 

Park Subd, 

COOK COUNT! Cook 

l/sffnm Fatates 3ub4 

<**« COUNTY Cook 

!«• Tree Sabi. 

COOK COUNTY* Ca - V 


COUNTY Cook 

I or. a tree Sabi. 

COOK COUNTY* Cook 

WSllTESVIOB Randolph 

CC,:Ef < Shelby 

CRETE tlu 

CftOUVIUc fhlta 

?,?£["• UitE «^»ry 

«*» Fulton 

ULUS CITT lUn-ock 

MWlUJt , 5 . [VeraUlon 


MlCATUn (3, D,) 
WCWM& 
m ms fs. d.) 

TO HAisrra 

*MVOOft 


Kaccn 
Lake 
l>« Kalb 
Burasu 
Cook 
Cook 
Ua 
'?ok 
1 Pago 


ILLINOIS 


I960 Estimated 

Population Population 

Served 



625 ( x ) 3 

U, 500) 3 
(3, 100) S 
(2,000) S 
(1*300) S 
{ x ) x 

(6*165) S 
3,420 (3,420) S 

320 (320) s 

1.200 (1,200) S 

6*776 (8,775) S 

W (400) 5 


3.804 (3,805) S 

**022 1,020 S 


TREATMENT FACILITIES 


TREATMENT 


See Chicago S, D. 
Northaide Plant 
See Chicago S. D. 

West - Southwest Plant 
See Chioago S, D, 

West - Southweob Plant 
See Chioago S. D, 
Northaide Plant 
See Chicago S. D, 

West - Southwest Plant 
See Chicago S, D, 

Weat - Southwest Plant 
See Chicago S. D. 

West - Southwest Plant 
See Chioago S, D* 

Country Club IliUa Plant 
See Chicago S. D. 

Lowe Plant 

See Chicago S. D. 

Edgowood Park Plant 
See Chicago $♦ D, 

Hoffman Estates Plant 
See Chicago S. D, 

Lone Tree Plant 


1 ^ ^ A - 

Seo Chicago S. D. 

1.020 S 0.072E 0.140 127th and Rldgoland 

1.400 _ 

575 S 0.050E 0.060 f , 

0.600 . 

3.460 8 0*346 0.400 ScAptoFtntoDopBo 

- H- h™ ShClFsDo 

a.OOO S 0.856 1.000 " r „ 

10.000 6cLCoAmCinJ CCraAmCmljEcgDfrao 
1.350 S 0.060E x n< 

; - - i.2oo . 

1.275 S 0. 100 


41,850 C 

4.500 

8.000 

~ - 

- 

U7.00 

7a, 000 c 

X 

x 

12,000 cs 

1.640 

2.250 


- 

22.500 

18,480 S 

1*670 

X 


- 

X 

1,920 S 

0.150E 

0,500 


SmOmCCiFtnCm^ 

LCmAaCmlOfrmoptLs 

ScCmPtrCiJiDfrQo 

ScQaCciFthCmDcftrBo 


e nri - ^^ODO 

34,836 (34,805) CS x * 

- - ® es Chicago S. D. 

_3,076 (3,075) c _ Wa9t ‘ Southwest Plant 

— " „ See Chicago S» D 

39.565 20,000 C 0 . l 50E ,'350 C “ lunl0 ' t Plant’ 

.0 " * - 12*500 SoQmwCmDgiarteBo 

iu,746 (18,745) C x _ 

f>, ** ^ Qe Chicago S. n 

21,154 (21,155) s x Calumet Plant 

- - - I Jownerg Grove S. D. 

' ~ a — L if 1 and if z 







INVENTORY OF MUNICIPAL WASTE FACILITIES 



COMMUNITY, SEWER 

DRAIN- 

AGE 



P.1L (ROD) 

i 



UASIN 

WATER- 

DISCHARGE 

■iijaM 

7 ; 



OR 




LINI- 

NG. 



COURSE 

TO 

Wmi 


REMARKS 

SANITARY DISTRICT 

, „ 



2e 



Suh. 





INSTITUTION 

4in 



BB9 

54 





i iiiiiiiiw miwiumm 

m 

Ell 

11 

12 

13 

\4 

15 

I 

COOK COUNTY 

UM 

4 

- 

North Shore Channel 


_ 



Glen Oak Acroo (SD) 

13 

- 

- 

North Br Chicago River 

- 

- 


2 

COOK COUNTY 

UM 

3 

- 

Chicago Sanitary and 

- 

- 



Orandvlevr S. D. 

13 

- 

~ 

Ship Canal 

- 

- 


3 

COOK COUNTY 

ut 

4 

- 

Chicago Sanitary and 

- 

- 



Manor Hoighto 3, D. 

13 

- 

- 

Rhto Canal 

- 

- 


4 

COOK COUNTY 

m 

1 

- 

N . Shore Channol to 

- 

- 



Northfietd Woods 3 D 

13 

- 

“ 

North Branch Chicago R. 

- 

- 


5 

COOK COUNTY 

UM 

4 

- 

Chicago Sanitary and 

- 

- 



Orchard PUao S. D« 

13 

- 

“ 

Shlo Canal 

- 

- 


6 

COOK COUNTY 

UM 

4 

- 

Chicago Sanitary and 

- 

- 



Plum Drove Estates 

13 

- 

- 

Shin Canal 

- 

- 


7 

COOK COUNTY 

UM 

2 

- 

Chicago Sanitary and 

- 

- 



South Stickney S. D. 

13 

- 

- 

Ship Canal 


- 


8 

COOK COUNTY * 

UM 

3 

- 

Tributary Union Drain 

- 

- 

^Country Club Hills Subd. 



13 

- 


Ditch Little Calumet R. 

- 

** 

9 

COOK COUNTY 

UU 

X 

- 

Calumet - Sag Channol 

- 

- 



Dows Develop. Subd. 

13 

- 

- 

- 

- 


10 

COOK COUNTY 

UM 

4 

- 

boa Plaines Rivor 

- 

- 



Edtjevroad Park Subd. 

13 

- 

- 


- 

- 


11 

COOK COUNTY 

UM 

4 

- 

float Branch of 

- 

- 



Hoffman Estates Subd 

14 

- 

- 

Salt Creek 

- 

- 


12 

COOK COUNTY 

UM 

1 

- 

’Crib* of North Branch of 


- 



Lono Tree Subd. 

13 

- 

” 

Chicago River 

- 

- 


13 

COOK COUNTY" 

UU 

13 

X 


Calumet - Bag Channol 
Channol 


- 

*127 th and Ridge land Avo. Subd, 

14 

CQULTERVILLB 

UM 

X 

X 

Galum 4 Boauooup Creeks 

l,U20 

7 




21 

- 

- 

to BIr Muddy Rivor 

155E 

- 


13 

COWDEN 

UM 

X 

X 

KaokaukU Rivor ! 

573 

7 




20 

- 

- 

■ 

05E 

- 


16 

CRETE 

UM 

3 

tt 

boor Crook 

3,300 

5 

"1303.4-16.3-8.9-0.0-9.0-0.4 



13 

- 

- 


1,000 

- 

17 

CRQ3SVILLE 

OR 

X 

X 

Littlo flabaoh Rivor 

000 E 

7 ! 




17 

- 

- 


120E 

- 


IB 

* CRYSTAL LAKE 

UM 

7 

- 

Lake Outlet 

0,3bO 

L 



(S. D.) 

16 

- 

- 


640 

- 


19 

CUBA 

UM 

to 

1120.2-12. B 

Big Creek to 

1,550 

2 




17 

- 

-7.6 

Bnoon River 

1,0803 

- 


20 

DALLAS CITY 

UM 

X 

X 

Misaiaolppi Rivor 

i,275B 

0 




U 

- 



1 ,275E 

- 


21 

DANVILLE (S. D.) 

OR 

X 

W157.4-17.6 

Vormilion Rivor 

4l,B30E 

7 




17 

- 

- 


6,275E 

- 


22 

DECATUR (8. D.) 

UM 

12 

197.7-104.2 

Sangamon Rivor 

155,0UU" 

7 

"lloovy industry. 



17 

- 

- 


24,900 

- 

23 

DEERFIELD 

UU 

1 

1325. 6-19.Q 

Trib. of North Branch 

19,520 

7 




13 

- 

-U.l 

of Chicago River 

3,720 

- 


24 

DE KALD (S« D. ) 

UM 

X 

X 

South Branch of 

13,700 

7 




9 

- 

- 

Kiahwaukeo River 

915 

- 


25 

DEPUE 

UM 

U 

- 

Lake DoPuo 

1,920 

4 




17 

- 

- 


1,535E 



26 

DES PLAINES 

UU 

4 

- 

Chicago Sanitary and 

- 

- 




14 

- 

- 

Ship Canal 

- 

** 


27 

DIXMOOR 

m 

3 


Calumet - Sag Channol 

- ■ 

- 




13 

- 

- 


- 

- 


28 

A DIXON 

UU 

X 

X 

Rook Rivor 

2O,0U0E 

2 




9 

* 

- 


14 ,000E 

- 


29 

DOLTON 

m 

1 3 


Calumet - Sag Channel 

- 





Vi 

5 - 

- 


- 



30 

DOWNERS DROVE 

UU 

1 X 


St. Joseph Crook and East 

- 

IB 

■ 



14 

t - 

- 

Branch of Du Page Rivor 

- 

19 



STATE 

YEAR 


ILLINOIS 

1 — — i 1— ' 

1962 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


* D0INER3 GROVE 
S. D, 9 \ 

* D0INER3 GROVE 
S. 0. 9 2 

DU PAGE COUNT* 
Nordic Park Subd. 
DU PAGE COUNTY* 

DUPO 

DU QUOIN 

DURAND (S. D«) 

D91GHT 

EARLVILIE 

EAST ALTON 

* EAST CHICAGO HTS. 
EAST DUBUQUE 
EAST DUNDEE 
EAST IIAZELCREST 
EAST MOLINE 
EAST PEORU 
EAST SAINT LOUIS 

* EASTS IDE 
L«v«c A 8* D» 

EDIARD3VILLE 





INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

ILLINOIS 

1962 


LINE 

NO, 

Oil Ai: 

agf 

COMMUNITY, SEWER 8 ASI 

N* 

H WATER' 

1 

UL {BOD) | 

remarks 

DISCHARGE 

TO 

UN* /h 

TREATED 
WASTE 

OR 

SANITARY DISTRICT M . 
INSTITUTION Min’ s ' 

COURSE 
t MILEAGE 

Lib, 

( 

DIS- -2 s 

:HARGED 0-2 
WASTE *< 

14 

1 

9 10 T 

* DOWNERS GROVE U]i 

Da 1 1 

5 1276*2-0.0 j 

St. Joseph Crook 

4,600 l 



S. D. 0 1 H 

- Rib. 9-3. 2 


1 , 150E - 


2 

* downers grove U« 

5 1276, 6-20,0 J 

tost Branch of 

12,085 7 



B. D. # 2 14 

- IU6.9-3.2 I 

)u Paso River 

895 - 


* 

Dlf PAGE COUNTY Ul 1 

4 1290*0-27.1! 

Salt Creek and 

90 7 



Nordle Park Subd. 14 

- 26.9-27 

Dos Plaines Rlvor 

15 - 


4 

DU PAGE COUNTY* UM 

4 1290*0-27.4 

Spring Brook 

1,265E 5 

*Sunaroot Highlands Subdivision. 


14 

- 2b. 9-4. 5 


415 - 


5 

DUPO IN 

X x 

Mississippi Rlvor 

2,9'iUE U 



1 € 

- - 


2,940E - 


6 

DU QUOIN UV 

X X 

Reese Creek to 

6 , 5u'JE 7 



21 

- ~ 

Little Muddy River 

985B - 


7 

DURAND (S. D.) UH 

XX 

Tributary to Peoatonlca 

BOO 7 



9 

- - 

River to Rook Rlvor 

I 20 E - 


8 

DWIGHT UM 

14 1263*5-17.7 

Gooseberry Creek to 

3,085 7 



17 

- -3.4- LI 

Mason Rlvor, 

465E - 


9 

EARl.VIl.LB UM 

7 1239-7 

Indian Creek 

1,210 l 



16 

- - 


180 - 


10 

EAST ALTON UH 

X X 

Wood River 

7,6>OE 0 



ia 

- ~ 


7 , 630E - 


11 

<r EAST CHICAGO UTS. UH 

3 1303.4-16.3 

Little Calumet River 

3,270 7 



13 

- B.9-8.0-4,0 


490E - 


12 

EAST DUBUQUE UM 

X . X 

Mississippi River 

2,0tlUE 7 



8 

- - 


1,455E - 


n 

EAST DUNDEE UM 

7 I839.7?75.9 

Fox River 

2,475 7 

*Vory heavy infiltration- 


16 

- ~ 


195 - 


14 

EAST HAZELCRE9T UM 

3 - 

Ca Lumet Union Drain to 

- 



13 

- - 

Little CaLumot River 

- 


15 

EAST MOLINE UM 

X X 

Mlsaloolppi RtYor 

17,5G0E 0 



8 

- - 


2 . 625 E - 


16 

EAST PEORIA UM 

14 1162.1-1*3 

Illinois River 

lOjOOOE 7 



17 

- ~ 


7,500E - 


17 

EAST SAINT LOUIS UM 

X - 

Mississippi River 

- 



10 

- ~ 


- 


18 

* EASTS TDE UM 

x Ml 59 

Mississippi River 

140.000E U 

1 


Levee A S, D* 18 

- - 


140,OOOE - 


19 

EDWARDSVILLB Ull 

X X 

Cahokia Creek 

9,990E : 

1 


ie 

- - 


1,500E . 


20 

EFFINGHAM OR 

X X 

Mud Creek 

e f ivoE 1 

r 


17 

- - 


X,225E - 


21 

ELBURN UM 

7 1239.7-35.9 

' Big Rock Creek 

950E 7 

r 


u 

- -25*9 


145S - 


22 

ELDORADO 01 

t X x 

Eldorado Ditch to Middle 

3,575E - 

\ 


21 

l - - 

Fork of Saline River 

3,040E • 


23 

ELGIN (S, D.) U& 

1 7 1239.7-3.0 

Fox River 

33,165 

l ^Expanding plant oapaolty to 9.000 MG 


K 

> - - 


20,235 

New units being added. 

24 

ELIZABETH Ul 

A X x 

Apple River 

6O0E 

4 


8 

- - 


420E 

- 

25 

ELIZABETHTOWN 01 

R x x 

Ohio River 

90F. 

7 


2 

1 - - 


65B 

• 

26 

ELK GROVE VILLAGE Ul 

H . 

Chicago Sanitary and 

- 

- 


I 

- 

Ship Canal 

- 


27 

ELKVILLE Ul 

II X x 

Big Muddy River 

740E ’ 

7 


2 

L - - 


HOE 

- 

28 

ELMHURST U 

U 4 1290*0-27. 

1 Salt Creek 

28,210 

7 


1 

4 - -18. L 


13,035 

• 

29 

ELMHURST* t 

4 1290.0-27, 

4 Salt Creek and 

120 

7 *Country EltUo Btgh lands Subdivision, 


1 

L4 - 24.3 

Das PUinoe River 

10E 

- 


1 ELMWOOD U 

y\ 14| 1159.8-19* 

3 West FoPk Ktokapoo Creek 

i , 800 

7 1 



INVENTORY OF MUNICIPAL WASTE 


A J. JlvO 



31*000 C 2,800E 7.200 

1 4 4 . 400 | trCmD( og ) eh t BoLs 

ShCmFtrCmDcpBo 
CiFtnCpBo 


INVENTORY OF MUNICIPAL WASTE FACILITIES 



■ 




LINE 

NO. 

COMMUNITY, SEWER 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 


P,E. (BOD) 

| 

REMARKS 

DISCHARGE 

TO 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

4ai- 

4in 

Sub, 


DiS* 

CHARGED 

WASTE 


9 

To - 

foa 

1 1 

12 

HHHi' 

m 

15 

1 

blmood park 

uu 

4 

- 

Chicago Sanitary and 

- 

_ 




14 

- 

- 

Shin CanaL 

- 

- 


2 

EL PASO (S. D.) 

UM 

9 

1131.1-35.8 

Tile System Tributary of 

1*965 

0 




17 

- 

1L.O-R4.0 

Mackinaw River 

1,965 

- 


3 

ERIE 

UM 

X 

X 

X 

1,2152 

7 




9 

- 

- 

- 

1G0E 

- 


4 

EUREKA 

UM 

9 

1151.1-51.0 

WaLnut Creek 

2,500 

5 




17 

- 

-4*4 


750E 

- 


5 

EVANSTON 

UM 

1 

- 

North Shoro Channel, to 

- 

- 




13 

- 

- 

North Rr. Chicago River 

- 

- 


6 

EVANSVILLE 

UM 

X 

X 

Kaskaakia Rivar 

6Q5E 

7 




20 

- 

- 


480E 

- 


7 

EVERGREEN PARK 

m 

3 

- 

Calumet - Sag Channel 

- 

- 




13 

- 

- 


- 

- 


6 

FAIRBURY 

UM 

Q 

1226.2-65.5 

Indian Creek to 

2,935 

7 




17 

- 

4.0-16 

Vermilion River 

44QE 

- 


9 

FAIRFIELD 

OR 

X 

X 

JohnBon & Pond Creeka to 

6, 700E 

7 




17 

- 

- 

Little Wabash River 

1 ,0052 

- 


10 

FAIRMONT CITY 

UM 

X 

- 

Mississippi River 


- 




10 

- 

- 


- 

- 


11 

FARMER CITY 

UM 

12 

197.7-36.4 

Salt Greek 

1,840 

7 




17 

- 

-96.6 


275B 

- 


12 

FARMINGTON 

UM 

10 

1120.2-40.8 

Little Creek and 

2,925 

7 




17 

- 

-14.4 

$*non River 

440E 

- 


13 

FINDLAY 

UM 

X 

X 

Kaakaskia River 

760E 

2 




20 

- 

- 


530E 

- 


14 

FLORA 

OR 

X 

X 

Seminary Creek 

3,320 

2 




17 

- 

“ 


220 

- 


15 

FLOSSWOOR 

UM 

3 

1303.4-16.3 

Butterfield Creek 

4 , 625S 

7 




13 

- 

8.9-7. 5-2.8 


700E 

- 


16 

FOREST PARK 

UM 

4 

- 

Chicago Sanitary and 

- 

- 

- 



M 

- 

- 

Shi n CanaL 

- 

- 


17 

FOREST VIE# 

UM 

2 

- 

Chicago Sanitary and 

- 

- 




13 

» 

- 

Shin Canal 

- 

- 


18 

FORREST 

UM 

0 

226.6-65.5 

South Fork of 

1,220 

7 




17 

- 

-0.8 

Vermilion River 

i i>r n 



19 

FORRESTON 

UM 

X 

X 

Leaf River and 





9 

- 

- 

Rock River 



20 

FOX RIVER OROVE 

UM 

7 

T239. 7-86.6 

Fox River 





16 

- 

- 




21 

FRANKFORT 

UU 

2 

1206. 2-14.5 

Frankfort 8ri 





14 

- 

-1.2 

Hickory Cree„ 



22 

FRANKLIN OROVE 

UM 

X 

X 

Tributary to 




(S. D.) 

9 

- 

- 

Rook River 



23 

FRANKLIN PARK 

UM 

4 

- 

Chioago Sani 





14 

- 

- 

fihl n Canal 



24 

FREEBURQ 

UM 

X 

X 

Kinney Grand 





20 

- 

- 

Kaakaekia Ri 



25 

FREEPORT 

UU 

X 

X 

Pecatonioa R 





9 

- 

- 




26 

FULTON 

UU 

X 

X 

Mississippi 





a 

- 

- 




27 

OALENA 

UM 

X 

X 

Galena River 





8 

- 

- 




28 

GALESBURG (S. D.) 

UU 

! x 

X 

Cedar Creek 





u 

. “ 

- 

Henderson Ri 



29 

CALVA 

UU 

1 X 

X 

South Edward 




North' Plant 

1C 

\ - 

- 

Edwards Rive 



30 

OALVA 

IS 

i X 

X 

Walnut Creek 




South Plant 

B 

iD 

- 










INVENTORY OF MUNICIPAL WASTE ni 

r— 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY' 


OEMESEO 
GENEVA 
GENOA 

GEORGSroiN 

germantoin 

GIBSON CITY 
GILLESPIE 
GILMAN 
dRARD 
GUSrORO 
GLENCOE 
•LEW ELLYN 
ILENYIEf 
OLCONOA 
golf 
cratton 

CRANDV f £ j 
GRANITE city 
°RAf 5 UYE 
GRATVYLLE 

greenfield 

GREENUP 

GREENVILLE 

GRIGOmLLE 

RAIEL 

SANpSNlfte 

***** cm 


BANNA CITY f 

ssr ‘ w “ 

Jo 6 airle sa 


1960 

Population 


Hmmatcif 

PopuJan'un 

Served 


IOTN OIfl 

iv.-, i r 


’IKS 

vmiT 

WUwVlMliNr 


°^ood oTmo rTTTZ — ~ 

- ] 6* 100 ®** a *C»l p trC«Dfrflo 

i,00 4 l.lsjjj 

9.000 ^^CMttCwUfliOoo 
0. 2a3| „ „ 

a.W jj^PtrCwDfrflo® 

Oi 600 | „ „ 

6.000 GoOftwCfiFtrCfliDf rLt 

l.Oooj QI,CU «»0 
0.100 * L 

3.600 ° oahc *rtrCnDfrOo 

0,100 

1.000 ® h(JhCIr ^CpEogDo 

a.'oool f hC?iFtrC PGo 
1 * OOo/ ®*ClFtrCpDo 
l-m ®»ClPfcrCfp8i» 

fuiicl.r ooii#t ruotlonJ 

ri - | - 0## Cliloogo 8 . d, 

t5,9'/0 B I l. 3 J a#J0 I Nol 'Ui#It| a Plntl( . 

M 30,1 cl ; ] S3 : 00 i -"' ,0IPtnCpC " M rB® 

Boo Chicago 8 . o 
0 . Ho/ Plant 

Moo/ _ 

wIrl| Ch . , ? # ' r ° “■ B - 

Norttmidn j>i aiU 

OKI. 

«•“ api-ingfuid a, D. 
a. sod ® at,hc " F>t * , c»EogD/hflo 

, . , 3.000 ®*ahCtOoXd 

0Bc f S | O.OJltf o.uJ 

J;LJ [4 

OhCirirCpflo 

®oc«>rtpCi»Dr r n 0 


ia, 132) fie, 130 )/ c 
86 j osoj X 

409 ( 4 io)jcaj x 

1>034 ]L t 

2,5 m (a.sisjjai x 

!° ,07 j <«.«oo) clo.nooi 
3t76 ^ 3,J fl 0 ; 3fl( j 
i.aoo s Jo. ico h 


l * 80 9 B O.Otoj 0.15 

H* h ::;,i 
H- H :r 

. 36 H ® o.oisJ o.o J . 

I 5 J J - 0.3« 

i.»da o.ujJ 0a J - 

. J *T - [ 1.6lc ® 4CaD (°SlpDo 


®6CtFtrCpDo 


1 , 


'a 


0.0651 0. l,d „ 

' 1 1.300 8oCI rtMpCp8o 

Q*06i n i aiJ 

Lo 


i» 39 i 


“ .... 


CiP, 


26 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINE 

NO. 


1 

2 

3 

4 

5 

6 

7 

8 
9 

10 

U 

12 

13 

U 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


OENESEO 

GENEVA 

GENOA 

GEORGETOWN 

GERMANTOWN 

GIBSON CITY 

GILLESPIE 

GILMAN 

GIRARD 

OLASFORD 

GLENCOE 

GLEN ELLYN 

GLENVIEW 

golconda 


(drain 

AGR 

BASIN 


m\ 

9 

U«l| 

16 

uuj 

9 

OR 

17 

UM, 

20 

UM 

17 
UM 

18 

3 

UM 

17 

UM 

17 

UM 

U 

UM 

14 

luu 

13 

[on 

21 


WATER. 

COURSR 

MILEAGE 


STATE "1 

YEAR 


ILLINOIS J 

1962 

page e or 2a 


DISCHARGE! 

TO 


II 


X 

1239.7-60.8 
x 

X 

X 


197.7-164,2 
10. 0-9,2 
X 


T22, 9-77.2 

- 6.0 

146.0 


Grimmer Creek to 
^Rnnrrnmon Rivor 
luear Creek to Cahokta 
Dlveroloti Canal 

Oilman Urolnaje Ditch to 
Anrlnt? Crook to** 

Jotter Crook to 
Maooupin Rivor 


15 

GOLF 

UM 1 

.. 



13 - 


16 

GRAFTON 

UM x 

Ml| 208 



10 - 


17 

GRANDVIEW 1 

UM IS 

1 „ 



17 - 

.. 

Ifl 

GRANITE CITY 1 

UM x; 



: 

18 - 

* 

19 

GRAYS LAKE | 

JM 4 

1290, O-BO. 


J 

14 - 

-14.6 

20 

QRAYVILLE c 

>R x 

W6L 


1 

7 - 

« 

21 

GREENFIELD l 

m 13 

122.9-21.6 


1 

7 - 

-0. 0-2,0 

22 

GREENUP c 

IR x 

8122-07 


1 

7 - 


23 

Greenville u 

M x 

X 


8 

0 - 


24 

oniaasvtuB u 

M 15 

159,9-4.0 


X 

7 - 


25 

HAMEL W 

U x 

X 


8l 

3 - 


26 

HAMILTON 01 

i x 

X 


11 

l - 

a. 

!7 

HAMPSHIRE Ul 

17 

X 


9 



8 

HANNA CITY Ui 

i u 

1137,8-6,0- 


17 

f _ 

R7. 6-8.0 

9 

HANNA CITY 01 

r 14 

x 


Lakeland Subdivision 17 



0 j 

HANOVER OM 

x : 

K 


a 

- * 

1 


-R16.5 


12 


Genesee Croek to 
Green Rivor 
tfox River 

South Branch of 
Kiahwaukee River 
Elite Croek 


| RE (BOD) j 

l ~ UN* 

TREATED 

WASTE 

i DIS* | 
CHARGED 
J WASTE 1 


5,15013 
775E 
0,695 
430 
2,300B 
345E 
5 , 30OE 
7956 

9B0S 
6B5B 

3,455 
520E 
3, 565E 
535E 

1,705 
255E 
1 ,735 
2606 


REMARKS 


15 


Wabaah River 

.Rubicon, Taylor ai 
Macoupin Creeks 

Embarnuj River 

taat Uraneh of 
Shoal Creek 
8outh Fork of 
McKee Creek 

Silver Creek 
Iwisalsaippi River 


Tributary to East I 
Cnnneraa Cr to r H , 

E. 8r« Copperas Cr, 
Connerae Cr to III, 
Apple River 


*Alao to construct new Lo. 


"272.8-35.7-21.1-0.6-6.2, 

I roquota River to Kankakee River. 


1 1 1 tnoia River 

i,mu 7 

i,oioe - 

North Shore Channel to 

„ 

" 

North (lr, Chioago River 


> Kaat Branch of 

6,280 7 
1,865 - 

Du Page River 

North Shore Channel to 


North Rr. Chicago Rivor 


Ohio River 

850 x 

North Shore Channel to 

North Br, Chicago River 

125 - 

Mioelsolppi River 

1,000 E 7 

Spring Creek to 

Rnniramon River 

7006 - 

Miaalaslppi River 

Third Lake and 

Mi l 1 Creek 



27 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


Community, sewer 

OR 

SANITARY DISTRICT 
INSTITUTION 


HARDIN 

HARRISBURG 

HARTFORD 

HARVARD 

HARVEY 

HARWOOD HEIGHTS 
HAVANA 

* HAZEL CREST 

HEBRON 

IIECKER 

HERRIN 

HIGHLAND 

HIGHLAND HILLS 

(S. D.) 

HIGHLAND PARK 
H IGHWOOD 
HTLLSBORO 
HILLSIDE 

* HINSDALE (S. D.) 

HCJTMAN {S. D, ) 

HOMETOWN 

HOMEWOOD 

HOOPESTON 

HUNTLEY 

HURST) 

HUTSONVILLE 

IPAVA 

ITASCA 

JACKSONVILLE 
North Plant 

* JACKSONVILLE 
South Plant 
JERQUE 


COUNTY 


1960 

Population 


Calhoun 
Saline 
Madtaon 
McHenry 
Cook 
Cook 
Mason 
Cook 
Hollenry 
Monroe 
Williamson 
[Madison 
Du Page 
Lake 
Lake 

Montgomery 

[Cook 

Du Page 

Clinton 

Cook 

Cook 

Vermilion 
McHenry 
Williamson 
Crawford 
Fulton 
Page 
Morgen 
Morgan 
Sangamon 


356 
9,171 
2,355 
4,240 
29,071 
5,680 
4,363 
6,205 
701 
313 
9,474 
4,943 
300 
25,532 
4,499 
4,232 
7,794 
12,859 
235 
7,479 
13,371 
6,606 
1,143 
863 
583 
623 
3,564 
21,690 

1,666 


[STATE ” 

ILLINOIS 


Estimated 

Population 

Served 

1 Yrfc 

SEWER SYSTEM 

AVERAGE 

DAILY FLOW 

Dcs'd 

For 

Average 
DailyFlow 
^ MGD 

3 P.E. 

S (1000’s) 

1,000 

1 0 

5 0. 120 

7 

5 0*100 

- 


1.000 

9,170 

0*6001 

: 1.250 

- 

- 

12.500 

2,355 C 

0.165E 

0.600 

- 

- 

3.000 

4,245 S 

0.3001 

o.bia 

- 

- 

9.100 

(29,070) ; 

S X 

- 

- 

- 

- 

(5,690) S 

X 

- 

3,400 C 

0.203 

0,400 

- 

- 

4.000 

(6,205) 3 

0.900 

- 

“ 

- 

- 

725 S 

0.L30E 

0.085 

- 

- 

1.075 

315 3 

9,0202 

0.045 

“ 

- 

0,450 

9,000 S 

0.BL02 

1,200 


- 

12.000 

4,940 S 

3.2962 

0.550 

- 

- 

5,000 

700 3 

3.049E 

0.135 

- 

- 

1,350 

(25,530) S 

X 

- 

- 

- 

- 

(4,495) S 

X 

- 

4,200 C 

0. 5002 

0*540 

** 

- 

6.000 

(7,795) S 

X 

! 

24,220 SC 

3.900 

1 

2.500 

- 

- 

30,000 

235 S 

0.013E 

0.050 j 

“ 

- 

0,500 . 

(8,200) C 

X 

“ < 

- 

- 

( 

14,000 S 

1.670 

1.600 t 

- 

] 

L6.000 ‘ 

5,000 S 

3.450E 

0.600 £ 

“ 

- 

6,000 „ 

1,140 S 

0.140E 

0.200 S 

" 

* 

2,000 ^ 

800 S 

0.0402 

0.150 £ 

" 

- 

1.300 „ 

560 S 

0,0462 

0.090 s' 

- 

- ' 

1.000 _ 

470 3 

0.037E 

0,100 s 

~ 


.1,000 _ 

3,545 S 

0.354 

0.600 Q 

" 

- 

6.000 . 

4,290 C 

1,173 

1.100 s 

* 

1 

1.000 - 

19,800 C 

1.450 

1.600 g] 

-• 

h 

6,000 „ 

(1,660) S 

X 

S< 





I YEAR 


1962 


TREATMENT FA Cl IJTf HS 


PAGI 


TREATMRNT 


ShCpDo pBo 

ShmGmCmFtrCmDfhtpBo 

ShQmClHo 

SoApCmAaCmDgrtfpBo 

See Chicago S. D. 

Calumet Plant 
See Chicago S. D. 

West - Southwest Plant 
SmQm (CmDmh) Bo 

See Chicago S. D, 

Calumet Plant 
ShCmFtrCmDfBo 

Lo 

ScCmFtrCmDfrBo 

SohGpCtnEgFtnCpDogpBoVv 

ShAmCtnEcgflo 

See North Shore S. D. 

See North Shore S* d. 

Clavey Rd. Pit - Prairie Avo Plant, 
ShGhCiFtrCpBo 


Lo 


28 
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STATE 


YEAR 








ILLINOIS 


1962 

PAGE 9 of 22 



DRAIN- 



PT. (BOD) 





AGE 



T 



COMMUNITY, SEWER 

EAQI M 

WATER- 



K 





DISCHARGE 


UN- 

7 



OR 

SANITARY DISTRICT 






LINK 

NO. 


Sub. 

COURSE 

MILEAGE 

TO 

TREATED 

WASTE 

sS 

REMARKS 

INSTITUTION 

Min . 


DIS- 

5 a 








CHARGED 









WASTE 

Cu< 



9 

iei 

333 

11 

12 


EO 

15 

1 

HARDIN 

m 

15 

121.3 

Illinois River 

l t 000 

7 




17 

- 

“ 


6505 

- 


2 

HAnRI&OURO 

on 

X 

X 

Middle Fork of 

9, LVOE 

7 




21 

- 

- 

Satin© River 

It 30QE 

- 


3 

HARTFORD 

UH 

X 

X 

Mississippi Rivor 

2,3555 

7 




18 

- 

- 


l t 650E 

- 


4 

HARVARD 

UW 

X 

X 

Kokler'a Creek and 

2 ,0005 

7 




9 

- 

“ 

Pisoaaaw Creek 

300E 

- 


5 

HARVEY 

m 

3 

- 

Calumet - Sag Channel 


_ 




13 

- 

- 


- 



6 

HARWOOD HEIGHTS 

UM 

4 

- 

Chicago Sanitary and 

_ 

_ 




13 

" 

“ 

Shi n Cana l 

- 

- 


7 

HAVANA 

UN 

14 

1119.6 

Illinois Rivor 

3,400 

7 




17 

- 



2,2105 

- 


8 

it HAZEL CREST 

UM 

3 

- 

Calumet - Sag Channel 

_ 

_ 




13 

- 

- 


- 



9 

HEBRCN 

UM 

16 

7 

1239. 7-114 
-7.6-L9.7 

flipperslnk Creek 

5,250* 

1,170* 

1 

"Packing plant vaates 
raunic Ipa L *aste. 

treated with 


HECKER 

UM 

X 

X 

Richland Creek to 

315 

7 




20 

- 

- 

Knskoakla River 

505 

- 


11 

HERRIN 

UM 

X 

X 

Hurricane Creek to 

9,0005 

7 




21 

- 

- 

flier Muddy River 

■ 

- 


12 

HIGHLAND 

UM 

X 

X 

Sugar Creek 


7 




20 

- 



7405 



13 

HIGHLAND HILLS 

UM 

4 

F290 *0-27,4 

Ditch to Sait Creek 

to 

695 

7 



(S, DO 

14 

- 

-13.2-3.2 

Deg Plaines River 

60E 

- 


14 

HIGHLAND PARK 

UM 

i 

- 

Lake Michigan 


* 

.. 




13 

- 



- 

- 


13 

HIGH WOOD 

UM 

i 

- 

Skokie Creek to North 

- 





13 

- 

- 

Branch Chicago River 

- 

- 


16 

HILLSBORO 

m 

X 

X 

Shoal Creek 

4 , 20QE 

7 




20 

- 

- 


6305 

- 


17 

HILLSIDE 

UM 

4 

- 

Chicago Sanitary and 

- 

- 




14 

- 

- 

Shin Canal 

- 

- 


18 

* HINSDALE (S. DO 

UM 

4 

1290.0-45.9 

Flag Creek 


29,030 

7 




14 

- 

-6, l 


4,005 

- 


19 

HOFFMAN (S. DO 

UM 

X 

X 

Prairio t Lost & Crooked 

235 

7 




20 

** 

- 

Ora, to Kaskackla Rivor 

355 

- 


20 

HOMETOWN 

UM 

3 

- 

CaUimot - Sag Channel 

- 

- 




3 

- 

- 



- 


21 

HOMEWOOD 

UM 

3 

1303.4-16.3 

Butterfield Creek 

15,265 

L 




13 

- 

8. 9-7. 5-1. 9 


1,445 

- 


22 

HOOPESTON 

on 

X 

X 

Hoopeaton Ditch 

5,OOOE 

i 




17 

- 

- 


7505 

- 1 


23 

HUNTLEY 

UM 

X 

X 

Kiahwaukao River 

1.140B 

7 




9 

- 

- 


1705 

- 


24 

HURST 

UM 

X 

X 

Big Muddy River 


8005 

7 




21 

- 

- 


1206 

- 


25 

HUTSONVILLB 

OR 

X 

W171.5 

Wabash River 


7 




17 

- 

- 


4055 

- 


26 

TPAVA 

UM 

15 

rno. 7-16.0 

Otter Creek 

470 

7 




17 

- 

-4.2 


705 

- 


27 

ITASCA 

UM 

4 

1290.0-27.4 

Itasca Creek and 

3,5455 

7 




14 

- 

26.9-1.9 

Sait Creek 

5505 

- 


28 

JACKSONVILLE 

UU 

15 

161.9-28 

Mauvisterre Creek 


L 



North Plant 

17 

- 

- 


670 

- 


29 

* JACKSONVILLE 

UM 

15 

I61.9-2B 

UauYisterre Creek 

48,400 

1 



South Plant 

17 

- 

- 


6,050 

- 


30 

JEROME 

U! 

t 1: 

S - 

Spring River and 

- 

- 




1 

r - 

- 

Sanflretmcm River 

- 

— 



29 




















INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMM UNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


1960 

Population 


Estimated 

Population 

Served 

ft, 

3 ^ 

P 0 
*0* 
at 5 >• 

“ SdQ 
£ > < o 
s <os 

Des’d 

Por 

Average 
Daily Flov 
MGD 

P.E. 

(1000'sl 

UBI 


7 

7,420 3 

0.297B 

0.450 

- 

- 

4.500 

4,800 5 

3.240E 

0.714 

* 

- 

7.140 

66,800 JC 

11.360 

15,000 

- 

- 

32.900 

1,000 3 

}. IOOE 

0.060 

- 

- 

0.600 

600 S 

0.060 | 

0.025 

- 

- 

0.250 

580 3 

>.034E 

0.100 

~ 

- 

1.000 

27,665 S 

4.500 

5.600 

- 

68.000 

(2,960) 3 

X 

M 


- 

- 

400 3 

3.01GB 

0.031 









TREATMENT FACILITIES 


TREATMENT 


1 


JERSEY YILLE 

joH«3m cirr 

JOLIET 

JONESBORO 
“A* Plant 
JONESBORO 
"ft- Plant 
JOPPA (S, 0.) 

KANKAKEE 

KENILWORTH 

KEHNI 

keianee 

KINCAID 
KIRK LAND 
KNOXVILLE 
LADD 

LA GRANGE 
LA GRANGE PARK 
LAKE BLUFF 

lake forest 
lake villa 

LAKEWOOD 
LAKE ZURICH 
LANARK 
LAH3INO 
LA SALLE 
UWRENCEVILLE 
LEAF RIVER 
LEBANON 
LELAR0 QfioVE 
LttOW 
LERA 


Jersey 
lUItanison 
|ULl 
Union 
[Union 
Nasaao 
Kankakee 
Cook 
0a fitt 
Henry 
[Christian 
Da Kalb 
Knox 
Bureau 
Cook 
Cook 
Lake 
[Lake 
Lake 
[RoHeory 
Lake 
Carroll 
[Cook 
La SalU 
Lawrence 
Ogle 

Saint Clair 

Sanganon 

Cook 

Stephenson 


7,420 

3,891 

86,780 

1,636 

578 
27,6b6 
2,959 
400 
16,324 
1,544 
928 
2,560 
1,255 
15,285 
13,793 
3,494 
10,687 
903 
635 
3,458 
1,473 
10,098 
11,897 
5,492 
546 
2,Bfe^ 
1,731 
3,397 
1,552 


ShGhCraFtrCpDchBo 
ShOhCIFtnBo 
ScoOrjCrnEcgDofartBo 
CpDopBo 
CiFtnBo 
CiBo 

ScOaCmFtrCmDfhrtBoLfl* 

See Chioogo 0, D, 

Northalde Plant 
ShCIFsBo 

ScOraCmAaCioT DoeftrBo 

ShOhCiFtrCpBo 

SoCiFtrCp 

ShCiFtrCmBo 

ShGhCpAmDopBo 

See Chicago 8. D* 

Weet - Southwest Plant 
See Chicago S« D, 

West - Southwest Plant 
See North Shore 8, D, 

Lake Bluff Plant 
See North Shore $, D# 

Lake Forest A Clavoy Road PUnta, 
ClLoEcls 

8a® Crystal Lake 3, D. 

8 a 0 m CmF trCoi Eo gD fr t B o 
ScCpAnDopBo 

8 hC 01 Ftp.l CCoFt» 3 C#DfrtBo 

SoGBmCnDfrBoLs 

ShCmAnEgKoZxVvXp 

ShCiFtrCpBo 

ShCtFtrCpBo 

S»» 8 prlngfl,u 8 . D. 

SnOpClFtrCmU 

SoCoBgFtrCpDfhBo 
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STATE 

YEAR 


z 

ILLINOIS 

1962 
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iOT.UTB 




— 



COMMUNITY, SEWER 

KVjflf 

WATER. 


i 





DISCHARGE 


2 



OR 





SANITARY DISTRICT 


Sub. 

COURSE 

MILEAGE 

TO 

HI 

- c 

•SB 

REMARKS 


INSTITUTION 

Min 


DIS- 

5 2 







CHARGED 

o-c 








WASTE 

Cu< 



9 

m 

m 

u 

12 

13 

EH 

15 

l 

JERSEY VlLLE 

HU 

13 

122.9-21*6 

De Arcy Br. Phils Creek 

7,420 

n 




17 

- 

1*0-5. 0 

and Maoounln River 

L.040E 

.. 


3 

JOHNSTON cm 

DM 

X 

X 

Lake Creek and 

4,800E 

1 




21 

- 

- 

Pond Creek 

72QE 



3 

JOLIET 

UK 

2 

1286.2-0*3 

Hickory Creek 

45,900 

7 




14 

- 

- 


24,400 

_ 


4 

JONESBORO 

m 

X 

X 

Dutch Creek to 

1, OOOE 

1 



"A M Plant 

22 

- 

- 

Mississippi River 

65QE 

- 


3 

JONESBORO 

uu 

X 

X 

HULer Creek to 

600 

1 



“B" Plant 

m 

- 

- 

Hisslasinoi River 

90E 



6 

JOPPA (8. D.) 

E 

X 

X 

Ohio River 

580 

7 




21 

- 

- 


405E 

- 


7 

KANKAKEE 

uu 

15 

6 

272*8-31*7 

Kankakee River 

27.665B 
4, 150E 

7 

•Hew plant. 

8 

KENILWORTH 

UK 

1 

- 

North Shore Channel 


_ 




13 

- 

- 

North Br. Chicago River 

- 

_ 


9 

KENNY 

UH 

12 

197*7-36,4- 

Sait Creek 

400 

7 




17 

- 

62,5 


60B 

- 


JO 

KEWANEE 

UH 

10 

* 

West Pork of 

16,000 

7 

•1120, 2-102. 4-28. 2-6.0 



17 


■* 

Rnoon River 

160E 

« 

11 

KINCAID 

UH 

12 

197,7-34.5 

South Pork of 

1,545 

7 




17 

- 

- 

Sanvamon River 

230E 

- 


12 

KIRKLAND 

UH 

X 

X 

Tributary to Kishvaukee 

930 

7 




9 

- 

- 

River to Rook River 

140E 

- 


13 

KNOXVILLE 

UH 

10 

ri20. 2-49.7 

Haw Creek 

2,400 

7 




17 

- 

-16.0 


360E 



14 

LADD 

UU 

14 

218.8-6.7- 

Spring Creek 

1,200 

7 




17 

- 

1-9 


IOOB 

- 


15 

LA ORANGE 

UU 

4 

- 

Chicago sanitary and 

* 

- 




14 

- 


Shin Canal 

- 

- 


16 

LA GRANGE PARK 

UH 

4 

- 

Chicago Sanitary and 






14 

- 

- 

Shin Canal 

- 

- 


17 

LAKE BLUFF 

WL 

X 

- 

Lake Michigan 






26 

- 

- 

- 

- 


18 

LAKE FOREST 

»L 

X 

_ 

X 






26 

- 

- 


- 

- 


19 

LAKE VILLA 

UH 

7 

# 

Eagle Creek and Fox River 

800E 

7 

*1239.7-107 • I . 3-3.8 



16 

- 

- 


80E 

- 

20 

LAKEWOOD 

uu 

X 

- 

Lake Outlet 

- 

• 




16- 

- 

- 


- 

- 


21 

LAKE ZURICH 

UH 

7 

1239.7-90.4 

Fox River 

3.460E 

7 




16 

- 

-1 ,9-3.6 

j 

350B 

- 


22 

LANARK 

UU 

X 

X 

Rook Creek 

l,300E 

1 




9 

- 

- 


195E 

- 


23 

LANS (NO 

UU 

3 

1303,4-16,3 

Little Calumet River 

18,000 

1 




13 

- 

-12.0 


3,600 

- ; 


24 

LA SALLE 

UU 

14 

1224 

Illinois River 

n t ooo 

7 




17 

- 

- 


7 , 150E 

- 


25 

LAWRENCEVILLE 

OR 

X 

W122-9 

Eobarras River 

5.490B 

7 




17 

- 



825E 

- 


26 

LEAF RIVER 

UU 

X 

X 

X 

540S 

7 




9 

- 

- 

- 

80S 

- 


27 

LEBANON 

UU 

X 

X 

Little SLLver Creek 

2 , Q60E 

7 




20 

- 

- 


430E 

- 


28 

LELAMD 0 ROVE 

UH 

X 

- 

Panther Creek to South 

- 

- 




17 

- 

- 

Fork Sanwamon River 

- 

- 


29 

LEHONT 

UU 

2 

1288. 9-11. 6 

Illinois and Uiohlgan 

3.400E 

7 

*New plant In opar&tlon August 196 L. 



u 

- 

- 

Canale 

x* 


30 

LENA 

UH 

X 

X 

Windham Creek 

1* 550E 





9 

- 

- 


235E 




31 









INVENTORY OF MUNICIPAL WASTE FACILITIES 

J STATE 


YEAR 


w 2 [ Av « a « c I 

O [Daily Flow 

MGD 
> < b p n. 

< Q S (IQOO’s) | 
6 7 

0, 130 1 0,300 
3.000 | 
jo. 100E - 

0.462 0.400 
4.000 
0.458 J 0.397 
4.500 | 
|o,032e] 0,060 
0.600 
1.975 2,500 

22.000 
f).050E 0.10Q 

t .ooo 


0.740 1,000 

12.000 

0.875 1,200 

10 . 000 , 
0.140 0,250 
2,500| 

2.062 | 2.200 

5.000 
.090E [ 0. 100 

1.000 



ILLINOIS 

Dcs’d 
For 


1962 

TREATMENT FAC1UT 


TREATMENT 

ScClFtrCmBo 
None 

ShGhCmrtmCmDfhBoLa 
SoGhCmFtrCroEcgDfhBo 
ShCiFsBo 

SmGmCmO FtrCmDof fcrLflBo 

ShAraCwEchHoXd 

See Chicago S. D, 

Northside Plant 
SraOmCmFoPtrCmDgf trBoLo 

ScQaCmEgDjfrBo 

ShCm ( AmAa) CmToFohDoBo 
SoQaCraFtnCmDcmtfrBo 

l*o 

(undor construction) 

Sao Eookford S. D, 


[0.600E [ 1,000 
6.500 
( 0 . L75E J 0.150 

3.000 
1.400 1,500 

12.000 
f>.049S 0.100 
i 1.000 

|o,480E 

0.170 [ 0.350 
3.500 
|0.500E| 0.500 

5.000 
(0.032E [ 0.082 

0.825 
0.690 I 1,300 

13.000 

0*2 LO J 0.200 

2.000 
1 

X 


jo*049Bj 0.160 
1.600 
0,200 | 0,500 
5,000 


See Chicago 9. D, 

West - Southweot Plant 
See Chloago s, D. 

Weafc - Southwest Plant 
SoCmAaCrafJoZalWXd 

ShClFtrCpBo 

SoQamwCmFoEgFtrnCm 

ShClFtrCpBo 

Nona (thru Eastalda Lovoo 4 
S. D. Sowers) 

ScCmFtrCmDf pBo 

ShCmFtrCmDfhtrBo 

ShClFtrCpBo 

SoGmCmFtrCmDfhotBo 

ShClFtrCpBo 

See Chloago S, D, 

Calumet Plant 
See Chicago 8. D. 

Calumet Plant 
ShClFtrCpBo 

SoCmAaCmToZxDfrBo 


VMM 11 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINK 

NO, 

COMMUNITY, SEWER 
OR 

i SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

BASIN 

WATER* 

COURSE 

MILEAGE 

DISCHARGE 

TO 


1 

Z 

J I 

j>B 

"o-S 

ou<: 

REMARKS 

HK2SRH 

Maj. 

Min, 

Sub 

DIS- 

CHARGED 

WASTE 


9 

Id 

nm 

11 

12 

13 

m 

IS 

1 

! LEWISTOflN 

uu 

10 

1120. 2-5,0 

Spudaway Creek to 

1,730 

fl 




17 

i - 

-5,6 

Snoon River 

26QE 



2 

LEXINGTON 

uu 

: 9 

1151 . 1-95 *0 

Turkey Creek to 

1,245 

0 



i 

17 

i - 

-2,0 

Mackinaw River* 

1,245 

- 


3 

LIBERTYV ILLE 

uu 

4 

1290,0-69.2 

Des Plaines River 

2,740 

1 



North Plant 

H 

- 

- 


245 

- 


4 

LIBERTYV ILLS 

uu 

4 

1290.0-67.5 

Des Plaines River 

3, BbO 

5 



South Plant 

14 

- 

- 


570 

- 


5 

LIDICE 

UU 

X 

X 

Statevillo Creek 

650 

4 




14 

- 

- 


100 

- 


6 

LINCOLN 

m 

12 

£97.7-56.4- 

Rubicon and Salt Creeks 

23, 740E 

7 




17 

- 

33.3 

to Sangamon Rivor 

2,035E 

- 


7 

LINCOLNSHIRE 

UM 

4 

1290.0-61.6 

Dee Plaines River 

555 

7 




14 

- 

- 


85E 

- 


8 

LINC0LNW00D 

UM 

1 

- 

North Shore Channel to 

_ 





13 

- 

- 

North Br. Chicago River 

- 

- 


9 

LITCHFIELD 

UM 

X 

X 

West Fork of 

11,100 

7 




20 

- 

- 

Shoal Creek 

850 

- 


10 

L0CKP0RT 

UU 

2 

1290.9-1,4 

Deep Run Creek 

5,000 

7 




13 

- 

- 


2,600 

- 


11 

LOCK PORT 

UM 

2 

1283.9-4.5- 

Big Run River 

1,4009 

3 



Ronnie Brae Bubd. 

13 

- 

1.2 


340E 

- 


12 

LOMBARD 

UM 

5 

1276.6- 

Last Branch of 

9,050 

7 




14 

- 

128,0-19,3 

Du Pago River 

2, 5BO 

- 


13 

LOUISVILLE 

OR 

X 

X 

Little Wabash River 

905 

7 




17 

- 

- 


90 5E 

- 


U 1 

LOVES PARK 

UU 

X 

- 

Squaw Creek 

- 

- 




9 

- 

- 


- 

- 


15 

LYONS 

UU 

4 

- 

Chicago Sanitary and 

- 





14 

- 

~ 

Shio CanaL 

- 

- 


16 

NC COOK 

UM 

4 

- 

Chicago Sanitary and 

- 

- 




14 

- 

■ 

Shin Canal 


- 


17 

HC HENRY 

UM 

7 

1239.7- 

Fox River 

6,OOOE 

7 




16 

- 

too.9 ; 


360E 

- 


18 

UC LEANSBORO 

OR 

X 

X 

Branch of N. Fork of 

2 , 500 E 

7 




21 

- 

- 

Saline River 

375E 

- 


19 

MACOMB 

UU 

n 

103.9-32.2 

Kill Jordan, Troublesome 

15,000E 

7 




17 

- 

** 

and La Molne Creaks 

3,000E 

- 


20 

MACON (S. D.) 

UU 

12 

n 

Flat Branch S. Fork of 

1 ,230 

7 

“197. 7-64.0-54.0-14, 0-0.0 



17 

- 

- 

Sangamon R. to Sangamon R 

185 



21 

MADISON 

UM 

X 

- 

Mississippi River 

- 

- 




1G 

- 

- 





22 

HANTENO 

UM 

6 

272.8-22.8 

Branch of Rook Creek to 

2,225 

7 1 




13 

- 

-11.0 

Kankakee River 

333 

- 


23 

MARENGO 

UU 

X 

X 

Kishwaukee River 

3, 400E 

7 




9 

- 

- 


510E 

- 


24 

MARINE 

UM 

X 

X 

X 

810E 

7 




20 

- 

- 

- 

120B 

- 


2$ 

MARION 

UU 

X 

X 

Crab Orchard Creek to 

U,270E 

7 




21 

- 

- 

fU*r Muddy River 

1 , 690E 

- 


26 

UARISSA 

UM 

X 

X 

Doza Creek to 

l , 720E. 

7 




20 

- 

- 

Kaakaskia River 

260a 

- 


27 

MARKHAM 

UM 

3 

- 

Calumet - Sag Channel 

.. 

- 




13 

- 

- 


- 

- 


28 

MARKHAM* 

UU 

3 

- 

Calumet - Sag Channel 

- 

- 

“Canterbury Gardens Subdivision. 



13 

- 

- 


- 

- 


29 

UAROA 

UU 

12 

197.7-36.4- 

Lake Fork of 

1,235 

7 




17 

- i 

34.2-40.9 

SaLt Creek 

105 

- 


30 

MARQUETTE HEIGHTS 

UU 

14 

1157.1 

Illinois River 

2,515 

5 




17 

- 

- 


1,760E 




STATE 

YEAR 


ILLINOIS 

1962 

PAGE 11 Of 22 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


ILLINOIS 


DcsM 
^ , For 



1962 PAGE 


TREATMENT FACILITIES 


MELROSE PARK 

HENDOTA 
“A" Plant 

MENDQTA 
"B” Plant 
MERRIO.NETTE PARK 

METROPOLIS 

MIDLOTHIAN 


MrLLBWEVILLE 


lilLLSTADT 


MINOOKA 


MONMOUTH 


MONTGOMERY 


monticello 


MOOSE HEART 


MORRISON 


M0RRI30NVILLE 


Saint Clair 


La Salle 


Rock Tsland 


Iroquois 


Saint Clair 


Rock Taiand 


Kankakee 


Saint Clair 


Whiteside 


Christian 


°*550 ShOh(C«Djnf)Bo* 

5.500 . 

2,500 5 0.143 0.260 SaOhCiaFtrCmDfhBo 

2.600 „ 

675 3 3.0278 0.100 ShclLoBo 

1.000 _ 

3,625 S 0.2108 0.300 SoCDflnCraDo|wBo 

— “ “ t > » u U J 

3,000 3 0.500 0.500 cmrAaCrnDfrBo 

18.000 3 1.700 2.750 SmamCmAaCaDoofhmrtDo 

- - - 85.000 _ 

(27^330) C x See Chiqago S, D. 

West - Southifeat Plant 
(22^290) 03 X - 3 00 Chloago 8. 0. 

West - Southwest Plant 

4.000 3 3.400E 0.375 shCnFtrCraDohBoL ,, 

~ 3./50 


(2,355) 1 - aeo Chisago 8. 0. 

Calumet Plant 

9,000 3 3.540E 1.500 SoOmDfrVv 

15.000 

(6,605) 3 x 8»e Chloago 3. D. 

, „ ", Calumet Plant 

3,065 X ,.1548 0.670 

3.390 _ 

1,700 : ).o7oe - Kon- 

1.200 3 J.048E 0.400 flohCmPthCmFthCmDfrBoha 
1,83° 3 ,.0928 0a30 3 ; CmFtrCpDopBo 

1,900 3 J.190E 0..375 ShQamCirlFtrCpDopBo 

. 540 \ J f 2E ; None 

1,300 3 0.130 0.350 shCmFtrCmEgVv 

“ " 3.?00 „ 

17.000 3 1.700E 1.700 r> „ „ .. 

■ - 17.000 8n,gE « CwH WIVvXf 

8,950 3 J.235E 0.700 CSoOamCiFtrDCSmC DomrCm»3 
f 5,840 AaCmloDoLe 

18.000 ! >, ® 40E ^*500 SaOnCmAaCaDftrBo 


(6,605) 


* 1008 0.U8 shClFo 


(320) b 0.010 
(8,000) L X 


Hone (thru Eaatuldo Levae 4 
8* D, Sewara) 

8 ea Aurora S, D« 


3,880 3 ,.2588 0.290 seClPtrCpBo 

• ' - 2.900 „ 

. 900 ! J ** 06E ShClFtnCmBo 

7,900 CS 0.900 0.9b0 SoOaCmDfrBo 

~ 9.600 _ 















INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


ILLINOIS 


YEAR 


1962 


PAGE lg Qf gg 


M NI- 
NO 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

9 

drain- 

age 

basin 

WATER- 

COURSE 

MILEAGE 

11 

DISCHARGE 

TO 

1 2 



ifna 


DIS> 

CHARGED 

WASTE 

1 

MARSEILLES 

ua 

14 

1246.0 

iiiinoia River 

4,345 



17 

- 

- 


4.345E 

2 

MARSHALL 

Of 

X 

X 

Big Creek 

2,500fc 



i 




375E 

3 

MARYVILLE 

uh 

X 

X 

X 

6'OE 



IQ 

— 

- 


100E 

4 

UASC0UTAH 

UH 

X 

X 

Hog River and 

3,625E 



20 

“ 

- 

Silver Creek 

545E 

5 

MATTESON 

UH 

3 

ft 

Butterfield Creek and 

3,000 



13 

- 

“ 

Thorn Creek 

180 

6 

MATTOON 

OR 

X 

X 

Kiokapoo Creek 

L8,OOOE 



17 

- 



2,700E 

7 

MAYWOOD 

UM 

4 

- 

Chicago Sanitary and 




14 

- 

- 

Shin Canal 

* 

8 

MELROSE PARK 

UM 

4 

- 

Chicago Sanitary and 




14 

- 

- 

Shin Canal 


9 

MENDOTA 

UH 

14 

T223. 0-12.0 

Mendota Creek 

7,50QE 


"A" Plant 

17 

- 

-7.0 


2i250E 

10 

KENDOTA 

UM 

14 

1323.0-12.0 

Second Cr. to Vermilion 

2,000 


rt B M Plant 

17 

- 

-7.0 

River to Illinois Rivor 

400E 

11 

MERRIONETTE PARK 

UU 

3 

- 

Calumet - Sag Channel 




13 

- 

- 



12 

METROPOLIS 

OR 

X 

037 

Ohio Rlvar 

9,OOOE 



21 

- 

- 


1,350E 

n 

MIDLOTHIAN 

UH 

3 

- 

Calumet - Sag Channel 




13 

- 

- 


, 

14 

MILAN 

UM 

X 

X 

X 

3 f Ob5E 



9 

- 

- 

- 

2, 145E 

15 

MILFORD 

UU 

6 

1272*8-35.7 

Sugar Creek 

1,700 



15 

- 

-31.6-23.9 


1,700E 

1 6 

MILLEDOEVILLB 

UM 

X 

X 

1 

Elkhorn Creek 

1,200B 



9 

- 

- 


1.020B 

17 

MILLSTADT 

UM 

X 

X 

;Douglaa Creek and 

I.B3UE 



20 

- 

- 

Mill Creek 

275E 

18 

HINONK 

UM 

8 

1226.2-32,2 

Long Point Creek to 

1,900 



17 

- 

-18,0 

Vermilion River 

380E 

19 

Ml NOOK A 

UM 

3 

1270. 7-3. Q* 

Du Page River 

540 



17 

- 

- 


540 

20 

MOKENA 

UH 

2 

1286,2-10.0 

8ranoh of Morley Creek 

1,300 



14 

- 

-1.7-2, 5 


290 

21 

MOLINE 

UH 

X 

X 

Mississippi River 

42.705E 



e 


- 


2.8,2558 

22 

MOMENCE 

UU 

6 

1272.8-46.4 

Kankakee River 

2,950 



1? 

- 

- 


445E 

23 

MONMOUTH 

UM 

X 

X 

Cedar Creek 

12,OOOB 



11 

- 

- 


1 , 800E 

24 

MONSANTON 

UM 

X 

- 

Mississippi River 

- 



18 

- 

- 


- 

25 

MONTGOMERY 

UM 

X 

- 

Fox River 

- 



16 

- 

- 


f 

26 

MONTICELLO 

UM 

IS 

97.7-134.4 

Sangamon River 

3,220 



17 

- 

- 


480E 

27 

MOOSEHEART 

UM 

7 

1239.7-55*7 

Fox River 

1,060 



16 

- 

- 


105E 

28 

MORRIS 

UM 

14 

1263.5 

Illinois River 




17 

- 

- 


4, 500E 

29 

MORRISON 

UH 

X 

X 

Rock River 

3,8008 



9 

- 

- 


570E 

30 

MORR ISON V ILLS 

UM 

U 

197,7-40.9- 

Llok and Bear Creeks to 

1,13.0; 



17 

- 

10.7 

8. Fork Sangamon River 

U>fcJ 


REMARKS 


•Plant to be built. 


* 1303 . 4 - 16 . 3 - 8 . 9 - 7 . 5 - 3 . 0 - 0 . 4 . 


•Uaes lagoons for holding prior 
to treatment. 


•Industrial treatment. 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


ILLINOIS 

1 1962 

PAGE I! 


COMMUNlTYjSEWER 

OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

Estimated 

Population 

Served 

: 

2 

U1 

H 

V) 

> 

</> 

a£ 

uW 

H w 

-if) 

£ . 

Dcs’d 

TREATMENT FACILITIES 

For " 

TREATMENT 

*s 

0 E C 

5s q . 

Average 

hilyFlow 

MGD 

1x3 m W 

> < 0 
< p 2 

P.H. 

( 1000’s) 


mmmn 

3 

4 

■ 5 " 

6 

7 

a 

HORTON 

Tazewell 

5,325 

5,200 

c 

0.520E 

0.600 

ShGhCiFtrCmBo 



- 

- 

- 

- 

6.000 

- 

HORTON GROVE 

Cook 

20,533 

(20,530} 

cs 

X 

- 

See Chicago S. D, 



w 

“ 

- 

“ 


Norths ide Plant 

HOUND cm 1 

Pulaski 

1,669 

1,670 

c 

0.125E 

- 

None 

HOUNDS 

Pulaski 

1,835 

1, B35 

3 

0.184E 

0.210 

Shlo 



- 

- 

- 


2.100 


MOUNT CAR H EL 

Wabash 

8,594 

8,595 

CS 

1.700 

1.200 

SoOnCtnDfrBoLa 



- 


- 


15.000 


MOUNT CARROLL 

Carroll 

2,056 

2,055 

s 

0.205E 

0.310 

SchCnaFtrCmDfrBo 



- 

- 

- 

- 

3.100 


MOUNT MORRIS 

Ogle 

3,075 

3,075 

s 

0.300E 

0,400 

ScCraPtrCmDcgrBo 



- 

- 

- 

- 

4.000 

_ 

MOUNT OLIVE 

Hqoou pin 

2, 295 

1,900 

s 

0.114 

0. 150 

ShCiFtrCpBo 

South Plant 


- 

- 

- 

- 

1.500 


MOUNT OLIVE 

Macoupin 

- 

1,500 

c 

0.090E 

0.270 

ShCmFtrCmDcaBo 

West Plant 



- 

- 

- 

2.700 

- 

MOUNT PROSPECT 

Cook 


(18,905) 

cs 

X 

- 

See Chicago S. D. 



- 

- 

“ 

- 

- 

lest - Southwest Plant 

MOUNT PULASKI 

Logan 

1,689 

1,690 

3 

0.075E 

0.160 

Lo 



- 

- 

- 

“ 

1.600 


MOUNT STERLING 

Brown 

2,262 

915 

s 

O.llOE 

0.370 

ScFoLo 

East Plant 


- 

- 

- 

** 

6.000 


MOUNT STERLING 

Brown 

- 

1,350 

s 

0.108 

0.230 

ShQhCiFtrCpBo 

fleet Plant 


~ 

- 

- 

- 

2.300 

_ 

MOUNT VERNON 

Jefferson 

15,566 

15,000 

s 

1.080 

3.500 

ScGmCmFtrCmEgDfrBo 



- 

- 

- 

~ 

50.000 

_ 

MULBERRY GROVE 

Bond 

745 

745 

s 

0.029 

X 

Lo (3) 

(8. ».) 


- 

- 

- 

- 

0.612 


MUNDELEIN 

Lake 

10,526 

10,525 

s 

1.480 

2.200 

ScGamCaFtnFtrDfrtBo 



- 

- 

- 

- 

22.000 


MMRPHVSBORO 

Jackson 

8,673 

8,670 

s 

0.750 

1.360 

SoGaroCmFthCmDftrBoLo 



- 

- 

- 

- 

13.600 



Du Page 

12,933 

12,850 

sc 

2.722 

2.560 

ScGmCmFthCmEogDtfrBo 



- 

- 


- 

13.000 

- 


Du Page 

- 

x 

X 

X 

0.016 

S0L0 


1 

- 


- 

- 

0.156 



■Kr+on 

2,606 

2,605 

s 

0.233 

0.250 

ShCoAmCoDopBo 



- 

~ 

- 

- 

2.500 

- 



1,039 

1,040 

s 

0.104E 

- 

None 



13 

280 

s 

0.014E 

0.040 

SoAaCraDoLe 




- 

- 

- 

0.400 

- 




1,145 

s 

0.030S 

0.132 

ShCiFtrCpBo 



- 

- 


- 

1,320 

- 

MSI ATHENS 

Saint Clair 

1,923 

1,920 

s 

0.U5B 

0.140 

ShCpFtrCpDopBo 



- 

- 

- 

- 

1.400 

- 

NEW BADEN (S, D.) 

Clinton 

1,464 

1,300 

s 

0.065E 

0.183 

ShCiFtrCpBoX 



- 

■- 

- 

- 

2.123 

- 

MSI LENOX 

WILL 

1,750 

1,750 

8 

0.105S 

0.250 

SoCiFtrCmBo 



- 

- 

“ 

- 

2.500 

- 

NEWTON 

Jasper 

2,901 

2,700 

s 

0.189E 

0.290 

ShCiFtrCpBo 



- 

- 

- 

- 

2.900 

- 

MILES 

Cook 

20,393 

(20,390) 

c 

X 

- 

See Chloago S. D. 




- 

- 

- 

- 

Northside Plant 

NOBLE (3. DO 

Richland 

761 

760 

s 

0.045E 

O.LOO 

Lo 



. - • 


- 

- 

1.000 


NOKOHIS 

Montgomery 

.1 32,476 

1 1,400 

$ 


0,260 

ShCpFtrCpDfrBo 



1 - 

- 

- 


IBS 

. ~ — ■ 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


ILLINOIS 


YEAR 


1962 


PAGE 3 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


I960 

Population 


Estimated 

Population 

Served 


gj § Q 

< O § 


Average 
|Daily Plow] 
MGD 


Des'd 

Pot 


TREATMENT FACILITIES 


TREATMENT 


P P 

(1000'S) 


NORMAL 

NORRIDGE 

NORRIS CITY <S. D. } 

NORTH AURORA 

NORTHBROOK 

NORTH CHICAGO 

NORTH ELMHURST 
(S.D.) 

NGRTHFIBLD 

NORTH LAKE 

NORTH RIVERSIDE 

4 NORTH SHORE S. D. 
Cary Avenue Plant 

* NORTH SHORE S. D. 
Clavev Road Plant 

* NORTH SHORE S.D, 
Lake Bluff Plant 

4 NORTH SHORE S. D. 
Lake Forest Plant 

4 NORTH SHORE S. D. 
Park Avenue Plant 

4 NORTH SHORE S.D. 
Prairie Avenue Plant| 
4 NORTH SHORE S. D. 
Ravine Drive Plant 
4 NORTH SHORE S. D, 
N. Chicago Plant 

4 NORTH SHORE S. D. 
taukewan Plant 
NORTH UTICA 

OAK BROOK 

OAK FOREST 

OAK GROVE PARK 


OGLESBY 
East Plant 
OKAIVILLE 


McLean 

Cook 

Ihlte 

Kane 

Cook 

Lake 

Du Page 

Cook 

Cook 

Cook 

Lake 

Lake 

Lake 

Lake 

Lake 

Lake 

Lake 

Lake 

Lake 

La Salle 

Du Page 

Cook 

Voodford 

Cook 

Cook 

Crawford 
Saint Clair 
U Salle 
La Salle 
Washington 


13,357 

14,087 

1,243 

2,083 

11,635 

20,512 

2,000 

4,005 

12,318| 

7,989 


1,014 

324 

3,724 

237 

27*471 

61*093 

1,617| 

4 , 01 s 

4,215 

93 1| 


(13,355) 

(14,085) 

1,300 

(2,090) 

(11,635) 

(20,510) 

2,000 

(4,005) 

(12,320) 

(7,990) 

7.125 
10,000 
3,495 

10,685 

5.125 

ti 

2,500 

20,510 

74,500 

1,015 

325 

(3,725) 

233 

(27,470) 

(61,095) 

1,400 

4,010 

3,920 

400, 

300 


x 

0.060| 

X 

X 

X 

[0.180E 

x 

X 

X 

0.790 

2.700 

0.340 

0.930 

0.940 

x 

0.370 
3.230 
10. 100 
0.070EJ 
0.032E 
x 

0.016E| 
x 

X 

0.200E 

0.200E 

0.306 

002E 

.010E 


0.200 

2.000 


0.300 

3.000 


0.960 

6.500 

4.500 

30.000 

0.280 

1.400 

1.200 

8.000 

0.920 

6.000 

0.900 

6.000 

0.900 

4.500 

4.000 

20.000 

12.600 

74.500 

0.150 

1.500 

0.650 

6.900 


0.022 

0.223 


0.180 

1.800 

0.735 

7.000 

0.5921 

6 . 060 | 

x 

X 

0,151 

3.070, 


See Bloomington 
Normal S. D. 

See Chicago S. D, 

West - Southwest Plant 
ShCIFtrCpBo 

See Aurora (S. D.) 

See Chicago S. D, 
Northslda Pinnt 
See North Shore 3. D. 
North Chicago Plant 
S 0 CIB 0 

See Chicago S. D, 
Northaide Plant 
See Chicago S. D. 

West - Southwest Plant 

See Chicago S. D* 

West - Southwest Plant 
ShQhCiEgBo 

SooGaCroAaCmDctgrCo 

ShOhCiEogBo 

ShOhCiEogBo 

ShGhCiBogBo 

ShCiFtrCmBo 

ShOhCiEogBo 

ShGhCiCmFthCmEogDohmBo 

CShQhCil CSroOmApOa] 

KamxCiAaCtnEogBoLo 

8h(CmDmh)Bo 

SoCmAaCtnEhDfhBo 

See Chicago S, D. 
Calumet Plant 
ClFfl 

See Chicago S, D. 
Calumet Plant 
See Chicago 8. D. 

West - Southwest Plant 
ScOhCmAmCinDfpBo 

ShCiFtrCfflBo 

SoGawCmFthCraDYrBo 

CiBo 

SoCiFtrCpBo 
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inventory of municipal waste facilities 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


1 NORMAL 

2 norridge 

3 NORRIS cm (S. D.) 

4 NORTH AURORA 

5 NORTHBROOK 

6 NORTH CHICAGO 

7 NORTH ELMHURST 
(B. (J.) 

8 N0RTHF1ELD 

9 NORTH LAKE 

10 NORTH RIVERSIDE 

11 * NORTH SHORE S, 0. 

Cary Avenue Plant 

12 * NORTH SHORE S. D. 
Clavay Road Plant 

13 * NORTH SHORE S. 0. I 
Lake Bluff Plant { 

14 * NORTH SHORE S. D, I 
Lake Forest Plant 2 

15 * NORTH SHORE S. D. « 
Park Avenue Plant 2 

16 * NORTH SHORE S. D. U 
Prairie Avenue Plant l 

17 * NORTH SHORE S. 0. f 
Ravine Drive Plant 2i 

18 * NORTH SHORE 3, D, Rl 
N. Chicaeo Plant 2 < 

19 * NORTH SHORE 3. D. »] 
Waukeean Plant 2< 

20 NORTH UTICA W 

U 

21 OAK BROOK D|| 

14 

22 OAK FOREST DU 

, 13 

23 OAK OROVE PARK UM 

17 

14 OAK LAW! UN 

13 

23 OAK PARK DU 

„ 13 

2 <> OBLONO 0B 

17 

27 O'FALICN DU 

20 

28 OOLESBT DU 

17 

29 OOLESBT DU 

East Plant 17 

30 OKAVVILLB DU i 


DRAIN- 

AGE 

WATER* 

COURSE 

^'Sub. mileage 


discharge 


. I * u 8 ar Salt Creeka to 

Sancramon River 

Chicago Sanitary and 
Shin Canal 

: x Rear Creek 

t „ 

Fox River j 

North Shore Channel to 
North Br. Chicago River 
~ ^ ak ® Michigan 

1290.0-27-1 Bp f A d( | l!I0ll 4 SaU Cra 
and Dea Plaines River 
~ North Shore Channel to 

orth Or. Chicago River 

^ Chioago Sanitary and 

Shin Canal 

2 Chioago Sanitary and 

Shin Canal 

~ Lake Michigan 

1325.6-23,3 Skokie Creek to North 

* ,,u Rranoh of Chioago River 

" Lake Miohigan 


P.E. (BOD) | 

Tun- * 

TREATED U 
WASTE §S 
'C E 

^ dis. ax 
CHARGED ~o£ 
WASTE 


1 »3Q0E 7 
JL95E - 


REMARKS 


2,000 7 
MOOE - 


Lake Michigan 

Lake Michigan 

Skokie Creek to North 
Branoh of Chioago River 
Lake Michigan 

Lake Michigan 

Lake Michigan 


1229*0 XUinole River 


1290 * 0 ' 

-15.0 


27*4 Salt Creek to 

Dea Plalnea River 
Calumet - Sag Channel 

Tributary to 
rilinola River 

Calumet - Sag Channel 


Chioago Sanitary and 
Shin Canal 

Bi* Logwood Creek to 
Embarras River 

Rook Spring Creek and 
Silver Creek 
2-0*8 Vermilion River 

2-0*8 Vermilion River 

Plum Creek to 
Kaekaakia River 


4,530 7 
2.380 - 

U,025 7 
1,465 - 
2,300 7 
1,360 - 
5,740 7 
3,100 - 

7,350 7 
4,020 - 

* 7 

c 

2,560 7 
1,260 - 

34,400 7 
5,370 ~ 

108,000 7 
5,710 - 
1*015 7 
670E - 


1.400E 7 

2 tOS - 

4,0l0E 7 
600E - 
3,920 7 
590E - 

400 7 

3 BOB - 
300E 7 j 

45B - 


*Piant on standby* 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNlTYjSEWER 

OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


OLMSTED 
OLNEY 

OLYMPIA PI ELDS 
Main 

OLYMPIA FIELDS 
Oraymoor Subdivision 

OLYMPIA FIELDS 
Olympia Woods Subd, 

ORANGEVILLE 
OREGON 
ORION 

ORLAND PARK 
OSWEGO 
OTTAWA 
PALATINE 
PALATINE 

Palatine Heights 
PALESTINE 

PANA 

PARIS 

PARK FOREST 
PARK RIDOE 
PAW PAt (S. DO 
PECATOMICA 
PEKIN 

* PEORIA (S. D.) 

PEORIA COUNTY 
Horan Subdivision 

PEORIA COUNTY 
Lakeland Subdivision 

PEORIA COUNTY 
Rollins Acres Subd, 
PEORIA HEIGHTS 

PEOTONE 

PERU 

PETERSBURG 

PHOENIX 


Pulaski 

Richland 

Cook 

Cook 

Cook 

Stephenson 
Ogle 
Henry 
Cook 
Kendall 
La Salle 
Cook 
Cook 

Crawford 
[chrlsUan 
Edgar 
Cook 
Cook 
Lae 

Winnebago 
|Ta*ewell 
Peoria 
Peoria 
iPeorla 
Peoria 
Peoria 
fill 

La Salle 
Menard 
Cook 


I960 

Population 


475 

8,780 

1,505 


49 L 
5,732 
1,269 
2,592 

I, 510 
19,408 

II, 504 

1,564 
6*432 
9,823 
29,993 
32,659 
725 
1,659 
28,146 
103,162 
1,060 
2,000 
1,920 
7,064 
1,788 
10,460 
2,359 
4,203 


STATE 


ILLINOIS 


YEAR 


1962 


PAGE 


% 

uimatcd U 

pulacion & 

Served gj 

& 
f u J 
h“(/> 


D« f d 

For 

TREATMENT FACILITIES 

TREATMENT 

8 

w 2 

0 E D 

2 a _ 

\verage 
aily Plow 
MGD 

Ul Q 

> < a 
<os 

P.E. 

1000‘s) 

7 

4 3 

480 S 

0.010E 

0,060 

ShCiBo 

- 

- 

0.600 

_ 

7,900 3 

t.100 

1.200 

ShQhCmFtrCmDfrBo 

- 

1 

2,000 

- 

800 S 

0-060 

0.250 

CiFthCmBo 

- 

- 

2.500 


175 3 

0,020 

0,040 

ShEhCiFs 

- 

- 

0.400 

_ 

400 J 

0,040 

0.150 

ShClFthCiFoBo 

- 

- 

1.500 

- 

490 3 

3.050E 

- 

Hone 

3,700 C 

0.400E 

0,300 

3cGhCroEogDfhBo 

- - 

- 

3.000 


1,270 3 

0.O88E 

0.200 

ScAaCraUcXd 

- 

- 

2,000 

_ 

2,590 S 

0.1BQE 

0.800 

CiFtrCmEbLe 

- 

- 

8.000 

- 

1,220 3 

X 

0.120 

CiFaBo 

- 

- 

1.200 

- 

18,000 3 

X 

2. 700 

SoQoCmDfrtQo 

- 

- 

57 ,000 

- 

(11,505) 0 

X 

- 

See Chicago S. D. 

- 

“ 

-• 

float - Southwest Plant 

( x } x 

X 

- 

See Chicago S» D. 

- 

- 

- 

Went - Southwest Plant 

1,000 Q 

D.G50E 

0.095 

Lo 

- 

- 

1.600 


6,400 S 

, 0.60QE 

! 0.600 

ShQhCmFtrCmDcniotrBo 

- 

- 

8.530 

- 

12,000 £ 

1 Q,600f 

3 0.960 

1 SoGhCmFthCmDfhBo 

- 

- 

10.200 

l 

(29,995) 3 

X 

- 

See Bloom Twp. 8. D, 

(32,660) C 

X 

- 

See Chicago 8. D. 

- 

- 

“ 

West - Southwest Plant 

685 a 

C X 

0.070 

1 Lo 

- 

- 

0.700 

1 

1,600 

5 0,100! 

2 0.14C 

> SoCroEcgDfhBo 

- 

- 

1.40C 

) , 

23,000 

D 2,151 

3 2.00C 

> SmgGmCmDfhtBoLs 

- 

- 

20.00C 

) ~ 

119,700 

SC L9.56i 

6 30.00C 

) StnrGmCfflAaDohetsHoBoLo 

- 


280. OC 

) - 

1,060 

S x 

O.lOt 

^ CiFa 

- 

- 

0.14C 

) _ 

X 

3 x 

0.02C 

l CiFs 

- 

- 

0.20C 

) - 

x 

S x 

0.19! 

2 SbA&FtrLo 

~ 

- 

1,92: 

5 . 

(7,065) 

8 x 

- 

See Peoria (8, D. ) 

- 

" 

" 

~ 

1,800 

C 0,24' 

0 0.35< 

) ShGhCoFthCmDmBo 

- 

- ' - 

3,G0< 

3 - 

10,460 

C 1,200 

E 3.001 

3 ScGraKcCmDfheVvLa 

- 

- 

15.Q0< 

3 _ 

2,350 

C 0,235 

E x 

Lo 

- 

- 

2.701 

0 - 

(4,205) 

C x 

' - 

See Chicago 8. D. 

- 

* ~ 


Calumet Plant 
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cc 

Maj, 

Min 

Sub. 

Ml 


Toa 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


ILLIM0I8 

Dcs'd 

For 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


p » 

1(v<n Estimated S tu 9 Average 

COUNTY _ l *°. Popu | a(ion Sf DailvFlow 

Population ^ <^ p MflD_ 

^ > < 0 PE- 
CS < 0 2 (1000*s) 


| IQ 62 I PACK K 

TREATMENT FACILITIES 


TREATMENT 



PIHCKNEYVILLE 


PITTSFIELD 


PLAINFIELD 


PLEASANT HILL 


POPLAR DROVE 


PORT BYRCN 


PRINCETON 


PRINCEVILLE 


PR0PHETST01N 


RIDGE FAR* 


RIVER FOREST 


RIVER GROVE 
RIVERSIDE 


RIVERTON 


ROBBINS 


ROBIHSON 

ROCHELLE 


Livingston 


Rook Island 


Whiteside 


Fayette 


Yeraillon 


Champaign 


Montgomery 


Randolph 

HoHenry 


1 Vermilion 


I Gallatin 


Sangamon 


Crawford 


.300E 0,380 3cCraAmCtnDopBo 

3.000 . 

S O.100E 0.580 ScGmCmFtrCmDfrSo 

5.200 

),160 0.160 shGhCinAmCraEcgDcliBo 

l .bOO _ 

,33iE 0.320 shCmFthCpEgDopLaBo 

3.200 _ 

.050E 0.100 ciFtrCpBo 

1 ,000 

.200E 0.238 ShCraFtrCmDopBo 

2 • 500 

1.237 1.500 smQhCraFtrCmDfhBo 

10.000 _ 


4,517 (4,515) C x See Chicago S. 0. 

- - Calumet Plant 

6,250 6,000 0 0.700S 0.900 SoOmaCmFthCmAao 

l °* 000 CmOfgtrBoXd 

1,281 1,000 3 3.10QE 0,100 clFaQo 

1.000 _ 

1,802 If 800 c O.lflOS 0.120 shGmCmAmCraDchBo 

• - 1.500 

43,793 40,000 C 5.200S 4.000 Smg G raCtD De fhteBo 

- 50.000 

CL5 815 S 0.050E 0.120 Lo 

- i.aoo _ 

761 760 C 0.022E X Ca 

5.000 _ 

22, U6 22,000 S 1.430 1.600 ScGhCoFtrCioDfrBoLa 

16.000 _ 

871 070 S 0.052B 0.095 ShClFtrCpLs 

- 0,950 .. 

1,942 1,200 S 0.090E 0,300 ScCmAmCaiDopBo 

- 3.000 - 

855 820 S 0.130E 0,135 SchCiFtrCpBo 

1.350 _ 


,013E 0.100 ( ShCi ) FthCpFthCpLoBo 

- 3.440 


12,000 ( 12 , 010 ) 
12,695 (12,695) 



0.063 0,120 SaCiFtrBo 

1.200 _ 

0.035G 0.120 ShCiFtrCpBo 

1.200 - 


See Chicago S. D, 
Calumet Plant 

See Chicago S. D, 

West - Southwest Plant 

See Chicago S. D. 

West - Southwest Plant 
See Chicago S. D. 

We3t - Southwest Plant 


0.065E 0.160 ShClFtrBo 
1.600 „ 


7,5U '<7,510) S x 


x - See Chicago S. D. 

- - Calumet Plant 

0.700E 0,750 SoCmFtrCmDoBo 
7.500 „ 

0.700S 0.700 ScCApAaU CAaHoUCmEcg 
31.400 DfhtrOo 






INVENTORY OF MUNICIPAL WASTE FACILITIES 







H 

1 PA cin nf 

LINE 

NO. 

COMMUNITY, SEWER 

DRAIN- 

AGE 

BASIN 

WATER. 

COURSE 

MILEAGE 

DISCHARGE 

TO 


P.E, (BOO) 

1 

z 

iS 

- 

ai< 




OR 

SANITARY DISTRICT 
INSTITUTION 





REMARKS 


DIS. 

CHARGED 

WASTE 


9 


nm 

It 

’ 2 

n 

TT 

15 

1 

PIKCKNEYVILLE 

UM 

X 

X 

Beaucoup Creek to 

3,000E 

7 




2 1 

- 

“ 

RI<? Muddy River 

450E 

_ 


2 

PITTSFIELD 

UM 

X 

X 

Bay Creek to 

3,300E 

7 




12 

- 


The Shy 

495E 

, 


* 

PLAINFIELD 

UM 

5 

1276.6-10, Q 

Du Page River 

1.600E 

L 




14 

• 

■* 


470E 

• 


4 

PLANO 

UM 

7 

1239,7-31,2 

lHg Rock Creek 

2,150 

l 




16 

“ 

-3*0 


320 



5 

PLEASANT HILL 

UM 

X 

X 

Six Mile Creek to 

900S 

7 




12 

- 

- 

The Shy 

135E 



6 

POLO 

UM 

X 

X 

Buffalo Creek 

2 ,300E 

7 




9 

** 

** 


345S 

. 


7 

PONTIAC 

UM 

8 

T226.2-3U4 

Vermilion River 

8,135 

7 




17 

- 

- 


1 , 260E 

- 


8 

POPLAR GROVE 

UM 

X 

X 

Beaver Creek to 

460E 

1 




9 

- 

- 

Klshwaukeo River 

70E 

- 


9 

PORT BYRCN 

UM 

X 

■ * ! 

Mississippi River 

1,155E 

0 




8 

; ~ 

~ 


i,l55E 

- 


10 

POSEN 

UM 

3 

- 

Calumet - Sag Channel 


_ 




13 

- 

- 



_ 


11 

P H [NCETON 

UM 

14 

T209.2-20.6 

Epperson Run to 

i 6,000 

7 




17 

- 

-1.2 

TU* Bureau Creek 

900E 

- 


12 

PR1NCEVILLE 

UM 

10 

ri 2 O. 2 - 0 O,Q 

South Fork of 

1 ,OOOE 

1 




17 

- 

-5.2 

Mud Run 

500E 

- 


n 

iPftOPIIETSTOM 

UM 

X 

X 

'Rook River 

1 , 800E 

7 




9 

- 

- 


270E 

- 


M 

QUINCY 

UM 

X 

X 

Mississippi River 

4O,0OOE 

7 




12 

- 

“ 


30,OOOE 

- 



RAMSEY 

UM 

X 

X 

Rnmsey Creek to 

815 

7 




20 

- 

- 

Kaskaskia River 

120E 

- 


i6 

RANKIN 

UM 

6 

# 

Pigeon, Mud and 

760 

2 

*1272.8-35.7-31.6-22. 

1-13.0-16.0 



15 


- 

Sn*ar Creeks 

265E 

- 


17 

RANTOUL 

OR 

X 

X 

Salt Fork 

19,400 

7 




17 

- 

- 


1,720 

- 


18 

RAYMOND 

UM 

X 

X 

X 

870E 

7 


1 


20 

- 

- 

- 

130E 

- 


ID 

RED BUD 

UM 

X 

X 

Black Creek and 

1 ,200E 

7 




20 

- 

~ 

Richland Creek 

180S 

- 


20 

RICHMOND 

UM 

7 

H 

Ntpporaink Creek 

2,230 

7 

*1239,7-107,1-8.6-3.5 

>-1.0 



16 

- 

“ 


325 

- 


21 

RTD0G FARM 

OR 

X 

X 

Upper Vabash River and 

895 

7 




17 

- 

- 

Ohio River 

135E 

- 


22 

R I DO WAY 

OR 

X 


North Fork of 

700E 

7 




21 

~ 

“ 

Saline River 

105E 

- 


25 

niVERDALB 

UM 

3 

- 

Calumet - Sag Channel 

- 

- 




13 

- 

- 


- 

- 


M 

RIVER FOREST 

UM 

4 

- 

Chicago Sanitary and 

- 

- 




14 

- 

- 

Ship CanaL 

- 

- 


25 

RIVER GROVE 

UM 

4 

- 

Chioago Sanitary and 

- 

- 




14 

- 

- 

Ship Canal 

- 

- 


26 

RIVER3IDE 

UM 

4 

- 

Chicago Sanitary and 

- 

- 




14 

“ 

- 

Ship CanaL 

- 

- 


27 

RIVERTON 

m 

12 

197,7-62,5 

Sangamon River 

1,250 

7 

i . 



17 

- 

~ 


185B 

- 


28 

ROBBINS 

UM 

3 

- 

Calumet - Sag Channel 

- 

- 




13 

- 

- 


** 

- 


29 

ROBINSON 

OR 

X 

W130-X-X 

LaMotte Creek and 

7,OOOE 

7 




17 

- 

- 

Su^nr Creek 

i,O50B 

- 


50 

ROCHELLE 

UM 

X 

X 

Kyte Creek to Kyte and 

7,0OOE 

7 




9 


- 

Rock Rivera 

700E 

- 



43 










INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
institution 


COUNTY 


ROCHESTER 
ROCKDALE 
RCCX FALLS 
* ROCKFORD (S. D.) 
ROCK ISLAND 
ROCKTCN (S. 0.) 

ROLL IMG MEA0013 
m E07 ILLS 
ROOD HOUSE 
ROSELLE 
R03EMCNT 
ROSEVILLE 
RQ31CLARE 
R033V1LLE 
* ROUHD LAKE (S, D.) 
ROUND LAKE BEACH 
ROUND LAKE PARK 

mm 

ROYALTY 
RDSHVILLE 
SAINT ANNE 
SAINT CHARLES 
SAINT EUO 
SAINT FRA3CISY1LLE 
SAINT JACOB 
SAINT PETER 
SAUK 


Sangamon 

fill 

Ihlteside 
Ilnnebago 
Rock Island 
finnebago 
Cook 
fill 
Greene 
Du Page 
Cook 
farren 
Hardin 
Vermilion 
Lake 
Lake 
Lake 
Kadlaon 
Franklin 
Schuyler 
Kankakee 
Kane 
Fayette 
Lawrence 
Hadlson 
Fayette 
(Marion 


I960 

Population 


Estimated 

Population 

Served 


CM 

•s* 

4 

740 

5 

3 

6 

0,O93E 

7 

X 


- 

- 


X 

1,272 

1,300 


0.158 

0.300 


- 


- 

3.000 

10,261 

10,000 

C 

0.500E 

0.500 

„ 

- 

- 

- 

5.000 

126,706 

175,000 

c 

25.000 

29,500 


- 

- 

- 

196,00 

51,363 

50,000 

c 

6.5GOB 

8.000 

_ 

• - 

- 

- 

62.500 

1,833 

1,835 

s 

0.183E 

0.400 


- 

- 

- 

4.000 

10,879 

(10,500) 

s 

X 

- 

- 

- 

- 

- 

- 

3,674 

5,000* 

s 

0.300E 

1,000 


- 

- 

- 

10.000 

2,352 

2,350 

s 

O.L64E 

01260 

- 

- 


- 

| 2,600 

3,581 

3,580 

s 

O.4G0 

! nooo 

- 

- 

- 

- 

10.000 

978 

(1,000) 

s 

X 

: _ 

- 

- 

- 

** 

- 

1,065 

i,ooo 

s 

0.09OE 

0.L5O 

- 

- 

- 

- 

1.500 

1,700 

1,700 

s 

0.15OE 

0.200 

- 

- 

- 

- 

2,000 

1,470 

1,470 

c 

0.130E 

- 

- 

- 

- 

- 

- 

997 

6,500 

s 

0.460 

1.500 

- 

- 

- 

- 

10.600 

5, on 

(2,015) 

s 

0.280B 

- 

- 

- 

- 

- 

~ 

2,565 

(1,455) 

s 

0.150E 

- 

“ 

- 

- 

- 

» 

2,090 

2,000 

s 

0.150E 

0.250 

- 

*■ 

- 

- 

2.500 

1,225 

1,200 

s 

0.120E 

0,300 

~ 

- 

- 

- 

3,000 

2 ( 819 

2,600 

s 

0, 108E 

0,275 

“ 

- i 

- 

> 

2.750 

1,378 

1,380 

c 

0.060E 

* 

- 

- 

- 

- 


9,269 

6,710 

s 

1.000 

2.000 


- 

- 

- 

20.000 

1,503 

1,300 

3 

O.0Q5B 

0,130 

~ 

- 

** 

* 

1.300 

1,040 

1,040 

s 

O.070E 

0,100 

" 

- 

- 


1,000 

529 

525 

3 

0.024E 

0.055 

0.550 

397 

395 

s 

O.008E 

0.000 


- 

•- 

**• 

0.400 

MbS 

' 6,400 

s 

0.7QO 

n.Ann 


5TATI; 

ILLINOIS 

YEAR 

1962 


n 

Dcs’d 

TRIIATMRNT HA<:il.lT[KS 


O • 
uj h 
O ® 

”< 3 
5 Q 2 


Average 

|DailyFlow| 

MGD 


P-.1L 

(lOOO's) 


TRRATMRNT 


8 


CiLoDo 

SoCmFtrCmDopDo 
SoQhCfflEocD(cg) fhtDo 
SoQmCmFthCmD(cg) fhbitoLs 
SomBOmCmDofrtijLo 
SoQamCmDfrBo 

(plant under construction) 
Soo Chicago S. 0* 

Woat - Southwoot Plant 
SahAaCmDa H *doh 

SoCmrtmCinDcgrBo 

SoamCmFoFthCmDf IrDopUo 

Soo Chicago 8. D, 

Wuot - Southwoot Plant 

ClLoBo 

SmCmDfh 

Nona 

QoQnCmFtrCmEgDf trBoLo 
8oo Round Lake 8. D. 

Soo Round Lake 8. D. 

SchAaAeCra 

Ci 

8h0hClFtrCpUo 

None 

SchamCmFtrCmlloVv 

ShCpAwCtnDcpBo 

Lo 

ShCiFtrCpBo 

Lo 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINK 

NO, 


1 

2 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1) 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


ROCHESTER 
ROCKDALE 
[ROCK FALLS 
ft ROCKFORD (S . D.) 
ROCK rSLAND 
ROCKTCN (S. D, ) 
ROLLING MEADOWS 
ROUEOVILLB 
ROODtfOUSE 
ROSELLE 
R03EU0NT 
R03EVILLB 
ROSICLARE 
ROSSVILLE 

* ROUND LAKE (S. D. ) 
ROUND LAKE BEACH 
Iround LAKE PARK 
ROXANA 
Iroyaltcn 

RUSIIVILLB 
SAINT ANNE 
SAINT CHARLES 
SAINT ELKO 
SAINT FRANCISVILLE 
SAINT JACOB 
SAINT PETER 
(SALEM 

ft SALT CREEK 
[Drainage Baain 8, D. 
SANDOVAL 


DR A I 
AC 
IUSI 


fUM 

17 

UN 

14 

UN 

9 

UU 

9 

UU 

e 

UU 

9 

UM 

13 
UU 

14 

|uu 

17 

UU 

14 

UU 

13 

UU 

17 

OR 

21 

OR 

17 

UU 

16 

UU 

16 

UU 

16 

UU 

18 

c 


SANDWICH 


15 


10 


KD89 


11 


WATER- 

COURSE 

MILEAGE 


II 


197.7-64.0 

6.4 

1276.6-1,3 

•9.0 


1290.0- 6.9 

137.9-18.4 

9.2 

1290.0- 27.4 
26.9 


STATE 

ILLINOIS 


DISCHARGE 

TO 


Tributary to South Fork 
of Sangamon Rlvor 
Illinois and 
Michigan Canal 


Rook River 

Mississippi Rlvor 

Rook River 

Chicago Sanitary and 
Ship Canal 

Des Plaines River 

Seminary and Apple Creeks 
to Illinois Rlvor 

itoaohaos Creek 

Jhlongo Sanitary and 
phlp Canal 


183.9-8.6 

7.9 

|l272. 8-35,7 
■9.4-11.9 
T239. 7-58.2 


Ohio River 

'Jorth Fork of 
'/ermllion River 

Drain, ditch to Long Lake 
to Squaw Creek 

Squaw Creek 
Squaw Creek 
Mississippi River 
Big Muddy River 
Crane Creek 

file system tributary to 
Ironuoie River 
Fox Rivar 


1290.0-27,4 

-26.1 


1239.7-31.2 

1-8.7 


South fk. Big Croak to 
RU Creek to Kaakaskla R, 

Raccoon Creek and 
Wabash River 
East Fork of 
Silver Creek 

E. Fork of Bear Creek to 
Kaskaakia River 

Branch o/ Crooked Creek 

Sait Creek 

Prairie Creek and 
Loat Creek 

Tributary of 
Little Rook Creek 


P.IL (BOD) 

VI 

1 


in 


1 


DIS' 

iii 

CHARGED 

C-C 

WASTE 



13 


740 
110E 
1,100 
200 
10 f OOOE 
6,5000 L. 

187,500 7 
50,000 - 
50 9 000 ft 
32,400ft 

1,835 \? 

l f 635E - 


5,000 

750E 

2,350 

470ft 

4 f b35 
1,430 (- 


1,000 
iOOG 
l , 7005 
l,O60S 
1 , 470S 
l , 470E 

5,070 

650 


2, OOOE 
300E 
1 , 200E 
780E 
3,600 
390E 

1,380 
1 *3B0E 
6,700 
l.OOOE 

1 , 3O0E 
130E 

1,040 

155B 

525E 

75E 

395 

60E 

14,000 [7 
1,775 - 
37,405 (7 
3,270 

1,440 
65 k 
3,020 
455 


YEAR 


196a 


PAGE- 17 of gg 


REMARKS 


15 


* Includes Hampton Park Subdivision. 
**Aerated Digestion* 


*1120.2-45.0-15.8-11.3-9.2 


•1239.7-108,2-4.8-1.0 


AS 




INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


ILLINOIS 

196 a 

PAC 







> 

Des'd 

TREATMENT FACILITIES 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 




6 

S 

For 


COUNTY 

i960 

Population 

Estimated 

Population 

Served 

0 

SeJ 

« h q 

Average 
Daily Flow 
MGD 

TREATMENT 

INSTITUTION 






B!t6 

P.B. 







<02 

(1000‘s) 


1 

2 

3 

4 

5 

6 

7 1 

8 

SAUK 

Cook 

4,687 

(4,685) 

s 

X 

- 

See East Chicago Heights 

SAUK 

Cook 

_ 

2,600 

s 

Q.200E 

0.400 

Lo (2) 

Indian Hill 


- 

- 

- 

- 

4.000 

SAVANNA 

Carroll 

4,950 

4,900 

c 

0.490E 

0.900 

SohQmCmDfrHoBo 



- 

- 

- 

- 

9.260 


SCHILLER PARK 

Cook 

5,687 

(5,685) 

c 

X 

- 

See Chicago S. D. 



** 

*- 

* 

~ 

~ 

West - Southwest Plant 

SENECA 

La Salle 

1,719 

1,675 

D 

D.L40E 

0.6 JO 

ShClBo 



- 

- 

- 

- 

6.300 


5ESSER 

Franklin 

1,764 

1,700 

s 

O.L70E 

0.250 

2.500 

ShCiFtrCpBo 

SHABBQNA 

De Kalb 

690 

665 

S 

0.040E 

0.090 

0.900 

ShCiFtrCpBo 

SHANNON 

CarroLl 

766 

760 

3 

0.026E 

0.070 

0.700 

ShCiFtrCpBo 

SHA1NEBT0IN 

Gallatin 

1,280 

700 

s 

0.021E 

0.250 

2.500 

ShCiFtrCpBo 

SHELBYVILLE 

Shelby 

4,821 

4,500 

c 

0.400 

0,600 

SoGhCnFtrCmDfrBo 



- 

- 


- 

6.260 


SHERIDAN (S. D.) 

La Salle 

704 

705 

s 

X 

o.uuu 

ShClFaBo 



- 

- 

- 

- 

0.500 


SIBLEY 

Ford 

386 

385 

3 

0.030E 

- 

None 

BILVIS 

Rook Island 

3,973 

3,900 

S 

0.250E 

0.600 

SoClBo 



- 

- 

- 

- 

6.000 


SKOKIE 

Cook 

59,364 

(59,360) 

c 

X 


See Chloago 3* D. 




* 

" 



Northslde Plant 

SOUTH BELOIT 

Winnebago 

3,781 

3,700 

s 

0.370E 

1.400 

5,300 

ShCmDf pBo 

SOUTH CHICAGO HTS. 

Cook 

4,043 

(4,040) 

3 

X 

- 

See Bloom Twp. 8. D, 

SOUTHERN VIEW 

Sangamon 

1,485 

(1,485) 

S 

X 

- 

See Springfield S. D, 

SOUTH HOLLAND 

Cook 

10,412 

(10,410) 

cs 

X 

- 

See Chloago 8* D, 



- 


” 

~ 

■* 

Calumet Plant 

SOUTH JACKSONVILLE 

Morgan 

2,340 

(2,340) 

3 

X 

- 

See Jacksonville 



“ 

“ 

- 

- 

“ 

South Plant 

SPARTA 

Randolph 

3,452 

3,400 

3 

0.450 

0,308 

SmCmAaFtrCmDfhBo 



“ 

- 

- 

- 

4.200 

_ 

SPRINGFIELD 

Sangamon 

83,271 

(86,140) 

C 

X 

- 

See Springfield 



• 

— 

“ 

- 

“ 

Springfield S.D. 

* SPRINGFIELD 

Sangamon 


100,000 

c 

14.600 

16.000 

SrCSmUrScCIOmOaCmAaCra 

Borlnwfleld 8* D, 


- 

“ 

- 

- 

135.00 

DofmrteHcBoLa 

SPRING VALLEY 

Bureau 

5,371 

5,300 

c 

0.530S 

i.000 

ShQhColloVv 



■ - 


- 

** 

10.000 


STAUNTON 

Macoupin 

4,228 

4,200 

s 

0.240E 

0,460 

S0L0 ; 1 



- ' 

- 

- 

- 

4.600 


STEELEVILLE 

Randolph 

1,569 

1,500 

s 

0^060 

0.225 

SaCIFtrCpBoLo 



- 

- 

- 

- •, 

2. 160 


STE0ER 

will 

6,432 

6,400 

s 

0.640 

1,000 

SoCiFtrAmCmDopBo 



- 

“ 

- 

, - 

10.000 

- 

STERLING 

Whiteside 

15,680 

15,600 

s 

V.320 

1.500 

'< SoOmKmxCmDfhLa 



- 

- 

- 

- 

20.000 

_ 

STICKNET 

Cook 

6,239 

(6,240) 

c 

X 

- 

See Chicago S, D, 




- 

- 

• 


Weat - Southwest Plant 

STILLMAN VALLEY 

Ogle 

598 

600 

3 

0.050 

0.045 

ShClFtrCpLs 



- 

- 


- . 

0.450 

_ 

STOCTON 

Jo Daviess 

1,800 

1,800 

x I 

0.050E 

0,300 

SoCiFtrLoBo 

(North West Section) 


- 

- 

u 

- 

3.000 



46 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMM UNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


I960 

Population 


Estimated 

Population 

Served 


* 

w 3 

O ^ 

< > 
tA 2 

> < o 
<QS 


Dcs’d 

Pot 


Average 
[Daily !%w| 
MCiD 


P. Is. 

(1000’si 



STATU 

YBM 1 




ILLINOIS 

1962 

PAur 


TR liATMHNT PACI l.m |.;s 


TRIiATMIlNT 


STONE PARK 

BTREANWOOD 

STREATOR 

SULLIVAN 

SUMMIT 

SUMNER 

SWANSEA 

SWIS3VILLE 

SYCAMORE 

TAMPICO 

TAYLORVILLE (S. D.) 
Northwest Plant 
TAYLORVILLE (S. D.) 
Southeast Plant 
TEUTOPOLIS 


THORNTON 

TILTON 

TINLEY PARK 
Barret Groe. Subd. 
TINLEY PARK 
Sundale Hills Subd, 
TOLEDO 

TOLUCA 

TOULON 

TRENTON 

TROY 

TUSCOLA 

URBANA 

* URBANA 

Urbana-Champalgn SD 
VALIER 

VALLEY VIEW 

VANDAL r A 
North Plant 
VANDALTA 
South Plant 
VENICE 


Cook 
Cook 
La Salle 
Moultrie 
Cook 

Lawrenoe 
Saint Clair 
Leo 

De Kalb 

Whiteside 

Christian 

Christian 

Effingham 

Cook 

Vermilion 

Cook 

Cook 

Cumberland 

Marshall 

Stark 

Clinton 

Madison 

Douglas 

Champaign 

Champaign 

Franklin 

Kane 

Fayette 

Fayette 

Madison 


3,03 

3 ( 3 , 040 ) 

s X 


- 

- 

- 

- 

4,82 

1 ( 4 , 020 ) 

S X 

~ 

- 

- 

- 

- 

CO 

-a 

8 16,065 

C l.OC 

)0 2 , 20 C 

" 

- 

- 

20 . 00 C 

3 ,V 4 < 

3,945 

s 0*50 

0 0.650 

- 

“ 

- 

6*500 

10 , 37 ' 

( 10 , 375 ) 

C X 


“ 

- 

- 

- 

i ,035 

1,035 

S 0*060 

E 0.200 

” 


- 

2.000 

3 , 0 U 

( 3 , 000 ) £ 

( .Q 9 QE 

- 

1 , 00 ': 

( 1 , 000 ) 

S X 


* 

- 

- 

- 

6,961 

6,900 

1 0*970 

: 1.800 

“ 

- 


10.000 

790 

800 

0,0701 

: o.ubu 

~ 

- 


0.800 

8,801 

5,940 

I 0,831 

J X 

” 

- 


X 

- 

3,985 C 

0 . 4 U 

X 

- 

- 

- 

X 

1,140 

1,100 s 

0.0501 

0,085 

** 

- 

- 

0.050 

Z.U 95 

2,895 S 

0.150 

0.400 


- 

- 

4,500 

8,598 

2,600 S 

0 . 20 QL 

0.460 


*■ 

- 

4.600 

6,392 

( 400 ) S 

X 

- 

- 

1,400 S 

0 . 140 B 

O.lUO 

“ 


- 

0.400 

998 

1,000 x 

O.O 50 E 

o.tio 


** 

- 

1.100 

1,352 

1,200 S 

0,170 

0.210 


*• 

- 

2.650 

1,213 

1,200 S 

0 .L 10 E 

0,063 


" I " 

- 

2.080 

1,866 

1,800 S 

0 . 070 E 

0 . 13 U 


- 

- 

1.300 

1,778 

1,700 S 

O. 170 E 

0.130 


- 

- 

1.300 

3,873 

3,800 S 

0 , 250 E 

0,614 


~ 

- 

5.500 

27,294 

( 27 , 000 ) S 

X 

- 

- 

73,000 S 

7 . 300 E 

7.700 

649 

- 

' 

77,000 

700 S 

0 . 070 E 

O.IQO £ 


" ** 

- 

1,000 „ 

1,741 

1,000 s 

0 . 100 E 

0,100 c 

3,537 

“ *» 

- 

1,000 „ 

5,500 S 

0,480 

o. 7 oo a 


•* - 

- 

7,000 „ 


1,000 s 

0 . 100 E 

* c 

5,380 


- 

1.500 w 

( 5 , 300 ) C 1 

0 . 42 OE 

N 

— - L 

• . ' 


- * 

48 1 — 


Soo Chloago a. D, 

West - Sou time at Plant 
See Chion^o S* 0. 
Stronnwood Plant 
SoQaCmAaCmDf rLo 

SoGmAaCmJl Vv 

See Chicago 8. D* 

Woat - Soutliwonb Plant 
ShCiFoDo 

Soo Bollovillo 

Seo Dixon 

ScCmAmCmDfhBo 

CiFaGo 

ShShCiFtrCpDo 

ShQhCiEgFtrCpBo 

ShCiFtrCpDo 

SoCmFtrCmOfrno 

SoQnmCfnPtrCmDforLu 

Soo Chicago S. D. 

Barrot Broa, Plant 
SoClEoh 

Lo 

ShGhClFtrCmBo 

SoOpCpPoCpFtnCpLoOopPo 

ShCiFtrCpDo 

ShCiFtrCpDo 

SoQaCoiAaCmVv 





INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SRWER 

UNI- OR 

NO SANITARY DISTRICT 
INSTITUTION 


WATER. 

COURSE 

MILEAGE 


DISCHARGE 

TO 


1 STONE PARK ~ 

2 STREAMWOOD 

3 STREATOR 
** SULLIVAN 

5 SUMMIT 

6 SUMNER 

7 SWANSEA 

8 SWIS3VILLE 

9 SYCAMORE 

10 TAMPICO 

11 TAYLORVILLE (S, D.) 
Northwest Plant 

12 TAYLORVILLE (S, 0,) 
Southeast Plant 

13 TEUTOPOLIS 

14 THORNTON 

•5 TILTON 

TINLEY PARK 
Bnrrot (Iron, Subd. 

17 TINLEY PARK 

■ Sundtklo Hill a Subtle 
1« TOLEDO 

t9 TOLUCA 

20 TOULON 

21 TRENTON 

22 TROY 


%mmi 


ST ATP 


YEAR 

ILLINOIS 

— 

1962 

PT. (ROD) 

I 


UN. 

TREATED 

WASTE 

Z 

C g 
.2 | 

REMARKS 

DIS- 

CHARGBD 

WASTE 

3 - 

"c-C 



Chicago Sanitary and 
~ Ship Canal 

7 “ Poplar Creek and 

16 “ ” Fox River 

UM 8 1226, 9-24*6 Vermilion River 

17 - - 


* x Asa Creek to 

20 " ” Kaakaskia River 

2 ** Chicago Sanitary and 

" Ship Canai 

^ x x Muddy Creek 

x ~ Richland Croak 

x " Rock River 

x x &aet and South Branches 

9 ~ " of Kishwaukee River 

x x Coon Creek 

UM 12 197.7-41,0 Panther Creek to S, Fork 

17 - -3,6 of Sangamon River 

UM 12 197.7-53*2 south Fork of 
17 ” ** Rnnfrmtion River 

^ x x Little Wabash River 

UM 3 1303.4-16.3 Thorn Creek 

13 - -8. 9-4. 2 

x x Vermilion River 

17 - - 

PJf ^ “ Midlothian Creek 

14 - - 

UM 3 1303,4-16.3 Midlothian Creek 
14 - -1,3-10.4 

x : Cottonwood Creek to 

” ** Embarraa Rivor 

UM 14 1182,2-16.0 North Branch of 
17 “9 Crow Creek 

UM 10 1120.2-00.0 Indian Creek 
17 - -10,8 


Vermilion River 
Midlothian Creek 


23 TUSCOLA 

24 URBANA 

25 * URBANA 
Urbana-Champaign SD 

26 VALIER 

27 VALLEY VIEW 

2« VANDAL TA 
North Plant 

29 VANDALTA 
8outh Plant 

30 VENICE 


UM x x 
20 - - 
UM x x 
20 - - 

OR x x 
17 - - 

OR x - 
17 - - 

OR x x 

17 - - 
UM x x 
21 - - 

UM 7 x 
16 - - 
UM x x 
20 - - 

UM x x 
20 - - 
UM x - 

18 - - 


Hog River and 
Simar Creek 


Scattering Fork 

West Fork of 
Sa It Fork River 
West Fork of 
Sait Fork River 
Branoh of Andy Crook 

North Br. of Norton Creek 
to Fox River 

Kaskaskia River 
Kaskaskla River 
Mississippi River 


16.B65E 7 
1 , 6Q5G - 

8,950 7 

1,120 - 


1 ,035E 7 
155 E - 


6, 900E 7 
1 t 035E - 

GOOE 7 
120E - 
5,94QG L 
1 , 305E - 

3,985E l 
59 5 E - 
l f 100B 7 
165E - 
2,9B5 7 
440E - 

2,600 7 
390E - 


l,900E l 
190E - 
1,000E 7 
650E - 

1,200B 7 
100E - 
2,7Q0E l 
600E - 

l,800E 7 
270E - 
1 , 700E 1 
255E - 
3,800E 7 
570B - 


73,OOOE 17 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 






1 STATE 


YEAR 







ILLINOIS 

1962 

PAGE 20 

r~ 





Des’d 

TREATMENT FACILITIES 

njSBi 



X 


For 




i960 

Population 

Estimated £ 

Population vj 

Served 

w 2 

o ^ D 

■<5 Vi 
pe G n 

Wcrage . 
,ilyFlow 
MOD 

TREATMENT 

mail 

^■i 


>§ 

s i 8 

<05 ( 

P.E. 

lOOG’s) 


6 

ESS^Sg 

■■■■■I 

■ ■I 

3 

1? 094 

4 5 

1,000 s 

6 

0.060E 


None 


VILLA OHOVE D 

ouglaa 

2,308 

2,310 S 

O.L62E 

0.300 

3.000 

SoAaCmEgDa^Le 


VILLA PAR X D 

u Page 

20 ( 391 

(20,390) C 

X 

- 

See Salt Creek 

Drainage Basin S. D. 

V 1 RDEM (S. DO W 

aooupin 

3,309 

3,200 S 

0.128E 

0.300 

3.000 

ShCiFtrCpBo 


VIRGINIA « 

aas 

1,669 

1,590 3 

0.104E 

0.160 

1.600 

ShCiFtrCpBo 


WAMAC « 

aahlngton 

1,394 

1,395 3 

0.084E 

0.200 

2.000 

Lo 


WARREN 

lo Daviess 

1,470 

1,400 3 

0* HOE 

oa25 

1.250 

ScCpAmDcpBo 


WARSAW 1 

lanoook 

1*938 

2,000 3 

0.140E 

- 

None 


WASHINOTON 

laaewell 

3*919 

3,700 C 

0.570E 

0.550 

5.500 

ScGmwCoFtrCinDfhBo 

iASHINQTOM PARK 

Saint Clair 

6,601 

(6,600) S 

0.26QE 

• 

None (thru Eastalde Levee 

A 3. D. Severs) 

lATERLOO 

Monroe 

3,739 

3,700 J 

d.isoe 

0.250 

2.500 

ScCmCAmCnQ CAaCm] BgDchHoBo 

WATERMAN 

Do Kalb 

916 

750 3 

0.800 

0.064 

0.800 

ShCpAoCpDopBo 

WATSEKA 

Iroquois 

5,219 

5,220 C 

0.520 

0.800 

B.000 

SohQahwCmFtrCmDfr8o 

WAUCONDA 

Lake 

3,227 

3,300 C 

S 0.280 

0.250 

2.500 

ScGmCmFthCfliEcgDfrBo 

WAUKEGAN 

Lake 

55,719 

(35,720) C 

X 

- 

See North Shore S. D* 

Waukegan Plant 

WAVERLY 

Morgan 

1,375 

1,375 £ 

l O.ilOE 

i 0,140 
1.400 

ShCiFtrCpBo 


WAYNE CITY 

Wayne 

903 

905 S 

0.045 

i 0,120 

1.200 

Lo (2) 


WENQNA 

Marsha 11 

1,005 

i 900 £ 

; 0.1201 

2 0.105 
1.050 

CsLa 


WESTCHESTER 

Cook 

18,092 

; (18,090) £ 

l x 


See Chicago S. D, 

West - Southwest Plant 

WEST CHICAGO 

Du Page 

6,85' 

l 6,855 £ 

J 1,14' 

1 2.50C 
25.000 

SoCmAaCmAftCaiDfhHoVvBoLs 

WEST cm 

Franklin 

81' 

l tl, 000) ! 

3 0.0301 

S - 

See Benton 


WEST DUNDEE 

Kano 

2,53t 

) 2,450 £ 

3 o,2i: 

3 0,200 
2.000 

ShCmAmCpDfhBo 

- 

WESTERN SPRINdS 

Cook 

10,831 

3 (10,840) < 

3 x 

- 

See Chicago S. D. 

Weat - Southwest Plant 

WEST FRANKFORT 

Franklin 

9*02 

7 9*000 

S 0,82 

0 0.501 
5.00< 

3 SmCmFtrCmDghoBo 

0 _ 

. WEST KANKAKEE 

Kankakee 

3*19 

7 3*195 

C 0.320 

E - 

None 


WESTMONT 

Du Page 

5,99 

7 <2,995) 

S x 

i 

See Downers Qrove 

S. D. # l A | 2 

WESTMONT 

Du Pago 

- 

(2,995) 

3 x 

- 

See Hinsdale S, D» 

iestville 

VermlLlon 

3*49 

7 (3,400) 

C X 

- 

See WestvlLle 

Belgium S. D. 

* WESTV ILLE-BELOIU 
.8ANITARY DISTRICT 
WHEATON <S. DO 

U Vermilion 

Du Pago 

24,31 

3,400 

2 23,700 

0 0.33 

S 3.52 

0 0.60) 
6.00 

;6 2,50 
25.00 

0 SoOaCoFthCaDfgrBo 

0 - 

0 SohOmCoFtrCmDohf ptBo 

0 ^ 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


ILLINOIS 

1962 

fc«;E 20 of 



1 

VIENNA 

man 

2 

VILLA GROVE 

OR x x 
17 - - 

3 

VILLA PARK 

UM x - 
14 - - 

4 

VIRDEN (S. D.) 

UU 12 * 
17 - - 

5 

VIRGINIA 

UM 15 Z 
17 - - 

6 

WAMAC 

UM x x 
20 - - 

7 

WARREN 

UU x x 
8 - ** 

8 

WARSAW 

UU x X 
11 - - 

9 

WASHINGTON 

UU 14 t 
17 - - 

10 

WASHINGTON PARK 

UM X - 
10 - - 

n 

WATERLOO 

UM x x 
22 - - 

12 

WATERMAN 

UU 7 I 
16- - 

13 

WATSEKA 

UM 6 ] 


UK 4 - 
14 — - 


M WAUCONDA 
15 WAUKEQAN 
U5 WAVERLY 

i? wayne cm 

18 WENQNA 

19 WESTCHESTER 

20 WEST CHICAGO 

21 WEST CITY 

n WEST DUNDEE 

23 WESTERN SPRINGS 

24 WEST FRANKFORT 

25 WEST KANKAKEE 

26 WESTUCNT 

27 WESTUCNT 

28 WEST V ILLS 


29 * WESTVILLE-BEWHUM OR x * 

SANITARY DT8TRICT 17 - - 


x Little Cache Creek 

3R x x Embarraa River 

L7 - — 

U« x - Salt Creek 

14 - 

UK 153 * Brush Creek and 

17 - — finear Creek 

UM 15 179-5-16. Q Clear and Indian Creeks 
17 - - to Illinois River 

UK x x Tributary to 

20 - — Kaekaskla River 

UK X x Wolf Creek to 

8 - ** Annie River 

UM x x Ui93i33lppl River 


Mississippi River 

Fountain Creek to 
Mississippi River 


15 — -54 #2 Irorrnois River 

UK 7 - Bangs Lake 

16 - - 

Wl< x - Lake Michigan 

26 - 

UU 15 137,9-42.9 Tributary of 

17 - Annie Crock 

OR x x Skiliett Creek to 

17 - - Little Wabash River 

UM 14 1196,0-17,3 Sand Creek 

17 - -B.8 

UK 4 - Chicago Sanitary and 

14 - Shin Canal 

UM 5 1276,6*45.3 West Branch of 

14 _ - nu Pare River 


ItOOOE 0 
1 ,Q00E - 

7 *Ae rated digestion, 
345E * 


3»200 7 *197. 7*64, 0-7. 3-3 .6* 17, 7 

480E - 

l,590E 7 
240E - 

1,395 7 
210E - 
MODE 7 
210E - 

2,OOOE 0 
2 f OOQE - 
5,700 1 
855E - 


3,700E 7 
555E - 


5,220B 7 
785E - 
3.300S 1 
330E - 


1,375 l 
205 E - 


nu Pose River 
Big Muddy Creek 


9,315 7 
500 - 


2, 130E L 
215E - 


10,650 7 
1,110 - 
3, 195E 0 
3,195E - 


30 WHEATCN (6. DO 


UM x - Big Muddy Creek " | 

21 - - ~ “I 

UK 7 [239.7.75.6 Fox River 2 '^°E 1 

16 - - Zl5G ' 
UU 4 - Chicago Sanitary and 

14 ~ - Shin Canal 

UU x X Middle Fork of l ? # Mn ? 

2 \ - Riff Mnddv River L,itu 

UM 6 1272.0-30.7 Kankakee River 3.J95B 0 

15 _ !. 3,l95B ' 

UU x St. Joseph Creek and East - 

l4 ^ - Branch of Du Pago River 

UU 7 - Flag Creek " “ 

14 - 

0R x - Dltoh and Grape Creek to - 

~ Vermilion River 

OR X X Ditch and Orape Creek to 3.400B 7 

17 _ . Vermilion 4 #abaeh Rivers - 510E 

UM 5 1276.6-39.3 spring Brook Creek to 2M'° 7 

14- -3.4 Meat Branoh of Du Page R. | S' 2 * 5 | . 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



WHEELING Cook 

WHITE HALL Gree 

IILLIAMSV1LLE Sang; 

WILMETTE Cook 

WILMINGTON Will 

WINCHESTER Soot 

WINFIELD Du Pj 

WINNEBAGO Winn 

WINNETKA Cook 

WINTHROP HARBOR Lake 

WOOD DALE Du P 

WOOD RIVER Kadi 

WOODSTOCK McHe 

IYANET Bure 

WYOMING Star 

YORKVILLE Kand 

* YORKVILLE-BR I3TOL Kcnd 
SANITARY DISTRICT 
ZIEGLER Fran 


ALTCN 

Alton State Hospital 
CAMP LOGAN 

CARRIER MILLS 
Housing 

CARRIER MILLS 
Housing 

CHAMPA 1GN* 

DIXON 

State Hospital 
DWIGHT 

Womens Reformatory 

EAST MOLING 
State Hospital 
ELGIN 

State Hospital 
GLENWOOD 
School for Boys 
GALATIA 

Housing Projeot 


Cook 

7,169 

(8,400) 

cs 

X 

Greene 

3,012 

3,010 

s 

0. L60E 0.400 
4,000 

Sangamon 

735 

735 

s 

0.044E 0.070 
0.700 

Cook 

20,363 

(20,870) 

c 

X 

Will 

4,210 

3,600 

sc 

0.205 0.750 
- ' 7.500 

Scott 

1,657 

1,655 

s 

0.150E 0.150 
1.500 

Du Page 

1,575 

1,575 

s 

0.LO9S 0.500 
5.000 

Winnebago 

1,059 

1,000 

s 

0.030 0.114 
1.140 

Cook 

13,368 

(13,060) 

c 

X 

Lake 

3,648 

(1,765) 

c 

X 

Du Page 

3,071 

2,500 

s 

0.307 0.530 

5,300 

Madison 

11,694 

12,000 

c 

O.B40B 1.660 
16.000 

McHenry 

8,897 

9,000 

s 

0.900 1.280 

10,600 

Bureau 

938 

940 

s 

O.065E 0.090 
0.900 

Stark 

1,559 

1,100 

s 

0.080E 0.200 
2.000 

Kendall 

1,568 

(1,170) 

c 

X 

Kendall 

- 1 , 170 

c 

0.090 0,210 
2. LOO 

Franklin 

2,133 

2,100 

s 

0.210E 0,400 
4.000 

Laka 

. 11.941 

{11,940} 

s 

1.450 - 

Madison 

x 5,000 

s 

0.280 0.250 
2.500 

Lake 

x 100 

s 

x x 

~ X 

Saline 

X 

X 

s 

X X 

X 

Saline 

2,006 

1,800 

s 

0.540E x 

X 

Champaign 

X 

X 

s 

X X 

X 

Lee 

* 5,000 

s 

X Q.750 

5.000 

Livings ton 

350 

350 

s 

0.042 0,040 
0.400 

Rock Island 

* 2,500 

X 

X 

Kane 

6,350 

7,200 

s 

0.674 1,440 

9.000 

Cook 

235 

235 

s 

0.010E 0,040 

Saline 

X 

* 

; 

0.400 

x X 


So© Chicago S. D. 
Wheeling Plant 


See Chicago S. 0. 
Northsida plant 


ShCiFtrCpBo 


See Chicago S, D. 
Northslde Plant 

See North Shore S. D, 
Waukegan Plant* 
SoCmAaCmDfrBo 

SoQaCmHoVvZiUp 

ShGhCmFthAmCmEhDghtrBo 

ShCpFtrCpDoBo 

ShCmFtr#CmDf opLe 

See Yorkvilie 
Bristol S . 0. 
ShGhCiFtrBo 


See North Shore S. D. 
Waukegan Plant* 


ShCiFtrCpEcg 

ShClFa 

SohCmFtrCmDor 

SmCmPtrCmDopBo 

ShCmAmCmDoBo 

None 

ShmGmCmAmaCfnEgDegrthBo 

ShKrnCioFs 

ClFs 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINE 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

WATER- 
COURSE- 
MILK AGE 

] 

R 


9 

ED 

NEE 

11 

1 

WHEELING 

UH 

4 

- 



14 

- 

- 

2 

WHITE HALL 

m 

IS 

[37.9-10.4 



u 

_ 

-6. 0 

3 

W1LLIMSVILLE 

UM 

12 

197.7-60.0 



17 

- 

-8.0 

4 

WILMETTE 

UH 

X 

X 



13 

- 

- 

5 

WILHr NOTON 

UH 

6 

1272. 8-9. 9 



15 

- 

- 

6 

WINCHESTER 

UH 

15 

14B.9-L1.2 



17 

- 

- 

7 

WINFIELD 

m 

5 

1276.6-45.2 



17 

- 

- 

8 

WINNEBAGO 

uu 

X 

X 



9 

- 

- 

9 

WINNETKA 

UM 

X 

_ 



13 

- 

- 

10 

W1NTHR0P HARBOR 

WL 

X 

_ 



26 

- 

- 

u 

WOOD DALE 

UU 

4 

1290.0-27 . 4 



14 

- 

2.5 

12 

WOOD RIVER 

UM 

X 

Ml, 182 



18 

- 

- 

13 

WOODSTOCK 

UU 

X 

X 



16 

- 

- 

M 

WYAMET 

UM 

14 

T209. 2-15.5 



17 

- 

-4 

15 

ffYOU ING 

UM 

10 

[120.2-96.0 



17 

- 

- 

16 

YORKVILLS 

UM 

7 




16 

- 

- 

17 

* YORKVILLE- BRISTOL 

UM 

7 

1239.7-36.2 


SANITARY DISTRICT 

16 

- 

- 

18 

ZIEGLER 

UM 

X 

X 



21 


- 

19 

zroN 

WL 

X 

_ 



26 


- 

20 

ALTON 

UU 

X 

X 


Alton state Iloapital 

18 

- 

- 

21 

CAMP LOGAN 

WL 

X 




26 

- 

- 

22 

CARRIER MILLS 

OR 

X 

X 


Housing 

21 

- 


25 

CARRIER MILLS 

OR 

X 

X 


Housing 

21 

- 

- 

24 

CHAMPAIGN* 

OR 

X 

X 



17 

- 

- 

25 

DIXON 

UM 

X 

X 


State Hospital 

9 

- 


26 

DWIGHT 

UM 

14 

263.5-17.7 


Womens Reformatory 

17 

- 

-18 

27 

EAST MOLINE 

UM 

X 

X 


State Hospital 

8 

- 


28 

ELGIN 

UU 

7 

1239,7-69.3 


State Hospital 

16 

- 

- 

29 i 

GLEN WOOD 

UM 

3 

1303.4-16.3 


School for Boys 

13 

- 

-8.9-7. 2 

30 

0ALAHA 

OR 

X 

X 


Housing Project 

21 

- 

- 


STATE 

YEAR 

ILLINOIS | 

1962 


DISCHARGE 

TO 


P.E, (BOD) 

1 

■pm 

X 

FrTf.yiTTfl 



Ilf! 

MKSSM 

H3 


O-d 


CL< 

HnHj 

id 

- 

H 

- 

- 

3 t UlO 

7 

45QE 

- 

735 

7 

Hoc 

- 

- 

- 

- 

- 

1 , 900 

7 

430 

- 

1,655 

7 

2 50E 

- 

1.S75 

7 | 

235E 

- 

1,000B 

7 

150E 


2,505 

7 

370 

- 

12,0u0E 

7 

8, 4QQE 

- 

9.0O0E 

7 1 

1 ,350E 

- 

940 

7 

270E 

- 

i, IOOE 

7 

825E 

- 

1,1708 

7 

175E 

- 

2 t lOOE 

4 

1, 470E 

- 

8,000 

7 


- 

100 

7 

15 

7 

i,800E 

7 

270E 

7 

5,000 

i 

750 

- 

7UOE 

7 

210E 


2,500E 

b 

2.50OE 


15,735* ‘ 

7 

1,000 


90E ! 

i 

15E 

7 


PAGE £1 of 25. 


REMARKS 


12 


15 


bes Plainea River 

Seminary Creek 

Wolf Creek 

North Shore Channel North 
Branch of Chicago River 

Kankakee River 

Sandy Crook to 
T 1 1 1 nolfl River 
North Branch of 
Du Pose River 

x 

iNorth Shore Channoi North 
'Branch of Chicago River 

Lake Michigan 
Creek 

Mississippi Rlvor 

Woodatock Tributary to 
Ntnoerelnk Creek 
Pond Craek and 
Bi'e Bureau Creek 

Spoon River 

(Blackberry Creek to 
Fox Rivor 

(Blackberry Creek to 
(Fox River 

Big Muddy River 


Lake Michigan 

West Fork of 
Wood River 

Lake Michigan 


Rook River 

West Branch of 
Maaon River 

Mississippi River 
Fox River 


derated Digestion. 


#Winthrop Harbor Plant abandoned. 


^Filter not yet under construction. 


*Zion Plant abandoned. 


^University of UUnoia Airport. 


*A11 garbage ground and discharged 
to severs. 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


LAIRfNCEVILLE 
Airport 
MANTENO 
State Hospital 

PEORIA COUNTY 
Norwood Schools 
SAWT CHARLES 
Boys School 
VANDAL !A 
State Faro 
IILHINGTON* 


Arden Shores Canp 



Lawrence 

Kankakee 

Peoria 

Xane 

Fayette 

Will 


STATE 

YEAR 

ILLIKOIB 

1962 


TREATMENT facilities 


TREATMENT 


5,000 S 0»350E 0,500 SoCmFtrCtaEohDoBo 

- 5,000 _ 

H.OOO S 1,600 1.300 SmOaC«CFoAmCni:i CAmCffl] 

18,000 EogDftrBoLs 


x 3 
800 S 


2,000 S 0,200 x 

" X 

150 S 0,015E x 

“ x 

350 3 0.030E x 

• X 


0,090 °- l « ShCpAioCpDopBo 

“ i ,100 «, 

0,200 * ShCpflmCpDopBo 


ShClFaBo 

CIFa 







INVENTORY OF MUNICIPAL WASTE FACILITIES 


UNR 

NO. 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


LAWntMCEVILLE 

Airport 

HANTENO 

State lloapital 

PEORIA COUNTY 
Norwood Sohoole 
SAINT CHARLES 
floya School 
VANDAL TA 
State Far tn 

WILMINGTON* 


Ardon Shoren Camp 


[DRAIN 

AGE 

BASIN 


10 


Suh 


!0a 


WATER- 
COURSE 
MILE AC ill 


11 


1272 * 0 -2Z.Z 
l-U.O 


1239.7-53*3 
>6*4 


1372.0-9.9 


STATE 

ILLINOIS 


discharge 

TO 


Embarras River and 
ttobaah River 
[South Fork of 
[Rook Crook 

D1 toh tributary to 
1 1 linoia River 
|«Ul Crook 

Kaakaskia Rivor 

[fCartkakoe Rivor 

Lake Michigan 


r.E. (OOD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


13 


5-, 000 
75QS 
35*595 
9G0 


580 
935 
3 | 000 E 
300E 
160B 
20E 
250E 
40E 


YEAR 
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REMARKS 


"Soldiers and Widows Home. 


9 

10 

II 


12 

13 

M 

1* 

1(5 

17 

18 

ID 

20 

21 

22 

23 

2*1 

23 

26 

27 

28 

29 

30 


35 


INVENTORY OF MUNICIPAL WASTE FACILITIES 



ST A IT 

YEAR 



ILLINOIS | 

1962 

PA< i (• 22 a of ! 


ILLINOIS 


Community or facility 
providing sever service 

AURORA (S.D. ) 

BELLEVILLE 

BENTON 

BLOOMINGTON NORMAL S.D. 

BLOCf-i 1 VP S.D. 

CHICAGO S.D. -BARRET BOTHERS PLANT 

CHICAGO S.D. -BARRINGTON WOODS PLAIT 
CHICAGO S.D. -BARTLETT PLANT 
CHICAGO S.D . -CALUMET PLANT 


CHICAGO S.D. -COUNTRY CLUB HILLS PLANT 

CHICAGO S.D. -DOVE PLANT 
CHICAGO S.D. -EDG 5 W 00 D PARK PLANT 
CHICAGO 3 , D, -HOFFMAN ESTATES PLANT 
CHICAGO S.D. -LONE TREE PLANT 
CHICAGO S.D.-NORTHSIDE PLANT 


CHICAGO B, I. -127th A RIDOELAND AVE. 8UBD. PLANT 


Communities and/or 
facilities served 

Montgomery 
North Aurora 

Swansea 

West City 

Bloomington 

Normal 

Chicago Hgts , 

Park Forest 
South Chicago Hgts, 

Tinley Park 
Barret Bros, Subd . 

Barrington Woods 

Bartlett 

Alsip 

Blue Island 
Burnham 
Calumet City 
Calumet Pork 
Chicago (part) 

Chicago Ridge 

Cook Co, Garden Homes S.D. 

Disonoor 

Dolton 

Evergreen Park 
Harvey 
Hazel Crest 
Hometown 
Markham 

Markhom-Canterbury Gardens Subd, 

Merrionette Park 

Midlothian 

Oak Forest 

Oak Lavm 

Phoenix 

Poeen 

River dale 

Robbina 

South Holland 

Cook Co. 

Country Club Hills Subd. 

Cook Co. Dove Development Subd* 

Cook Co, Edgevood Park Subd. 

Cook Co. Hoffman Estates Subd. 

Cook Co, Lone Tree Subd, 

Chicago (part) 

Cook Co, Glen Oak Acres (S.D.) 

Cook Co, Northfield Woods S,D* 

Evanston 

Glencoe 

Glenview 

Golf 

Kennilworth 
Lincolnvood 
Morton Grove 
Niles 

Northbrook 

Northfield 

Skokie 

Wilmette 

Winnetka 

Cook Co. 127th & Ridgeland Avo. Subd. 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


ILLINOIS 

1962 

MAC r H 22b of 2 2 


ILLINOIS 


Community or facility 
providing sever service 

CHICAGO S.D.-STREAMWOOD PLANT 

CHICAGO S.D.-W, SO, W. PLANT 


CHICAaO S ,D, -WHEELING PLANT 
CRYSTAL LAKE S,D. 

DIXON 

DOWNERS DROVE -DOWNERS GROVE S.D,#1 

DOWNERS GROVE-DOWNERS GROVE S,D,#2 

EAST CHICAGO HEIGHTS 
EASTSIDE - LEVEE S,D, 


HAZEL CREST 


Communities and/or 
facilities served 

Streamwood 

Arlington Heights 

Bedford Park 

Dellvood 

Berkeley 

Bervyn 

Brldgeview 

Broadview 

Brookfield 

Chicago (pdrt) 

Cicero 

Cook Go, Central Stickney S,D. 
Cook Co, Grandview S,D, 

Cook Co. Honor Hgtu, S.I>, 

Cook Co. Orchard Pines S.D, 

Cook Co. Plum Grove Estates 

Cook Co, South Stickney S.D, 

Deo Plains 

Elk Grove Village 

Elmwood Pork 

PoreBt Park 

Forest View 

Franklin Park 

Harwood Hgta . 

Hillside 
La Grange 
La Grange Park 
Lyons 
McCook 
Maywood 
Melrose Park 
Mt. Prospect 
Norridge 
North Lake 
North Riverside 
Oak Park 
Palatine 

Palatine -Palatine Hgts, 

Park Ridge 
River Foreut 
River Grove 
River aide 
Rolling Me ad owe 
Rosemont 
Schiller Park 
Stickney 
Stone Park 
Summit 
We at cheater 
Western Springs 

Wheeling 

Lakewood 

Swisaville 

Downers Grove (part) 

Westmont (part) 

Downers Grove (part) 

Westmont (part) 

Sauk 

East St, Louis 
Fairmont City 
Granite City 
Madison 
Monsanto 
Venice 

Washington Psirk 
East Razel Crest 
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STATU 

YBAR 


ILLINOIS | 

1962 

PAGE 


ILLINOIS 


Community or facility 
providing sewer service 

Communities and/or 
facilities Beloved 

Hiinfiftnr (s.d.) 

Clarendon Hills 
Westmont (part) 

JACKSONVILLE- SOUTH PLANT 

South Jacksonville 

NORTH SHORE S.D. -CARY AVENUE PLANT 

Highland Pork (part) 

NORTH SHORE S.D.-CLWEY ROAD PLANT 

Highwood (part) 

Lake Forest (part) 

NORTH SHORE S.D, -LAKE BLUFF PLANT 

Lake Bluff 

NORTH SHORE S.D, -LAKE FORREST PLANT 

Lake Forest (part) 

NORTH SHORE S.D. -PARK AVENUE PLANT 

Highland Park (port) 

NORTH SHORE S.D. -PRAIRIE AVENUE PLANT 

Hlghvood (part) 

NORTH SHORE S.D. -RAVINE DRIVE PLANT 

Island Park (part) 

NORTH SHORE S.D. -NORTH CHICAGO PLANT 

North Chicago 

NORTH SHORE S , D . -WAUKEGAN PLANT 

Waukegan 

Winthrop Harbor 

Zion 

PEORIA (S.D.) 

Bartonville 

Peoria Hgte. 

ROCKFORD (S.D.) 

Lovefl Park 

ROUND LAKE (S.D.) 

Round Lake Beach 

Round Lake Park 

SALT CREEK-DRAINAGE BASIN S.D. 

Villa Park 

SPRINGFIELD- SPRI NGFIELD S.D. 

Grandview 

Jerome 

Leland Grove 

Southern View 
Springfield 

URBANA-UKBANA CHAMPAIGN S.D. 

Champaign 

Urbona 

VESTVILLE -BELGIUM S.D, 

Weatville 

YORKVI LLE -BRISTOL S.D. 

Yorkville 



The data for this. State have been collected 
with tho helpful cooperation of the: 


Indiana State Board of Health 
Division of Sanitary Engineering 


State of Indiana 

Stream Pollution Control Board 
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INDIANA 

1962 

PAGE 1 Of 1*1 








Des’d 

TREATMENT FACILITIES 


COMMUNITY SEWER 
OR ' 

SANITARY DISTRICT 
INSTITUTION 




s 

£ 


For 





I960 

Population 

Estimated 

H 



Avenge 




COUNTY 

Population 

Served 

>* 

l/i 

a i 

O 

s> 


Daily Flow 

MGD 

TREATMENT 

M 

N 




J-S 

>< 0 
<os 

P.E. 

(1000'sl 




l 

2 


4 

“s 

6 

7 

8 


ADVANCE 

Boone 

463 

225 

c 

X 


- 

Hone 



AKRON 

Fulton 

959 

955 

n 

X 


- 

None 



ALBANY 

Delaware 

2, 132 

2,130 

c 

X 


- 

Hone 



ALBION 

Noble 

1,325 

1,325 

c 

X 


- 

None 



ALEXANDRIA 

Madison 

5,592 


c 

0.590 

1,000 

7.100 

ScGaCmFthCmEgDfrVo 


AMBrA 

Benton 

351 

350 

c 

X 


- 

None 



ANDERSON 

Madison 

49,061 


c 

9.900 

41.00 

ScGhCmK AaCmEgDf rLoVv* 




- 

- 

- 

- 


8.000 

_ 



ANDREWS 

Huntington 

1,132 

1,130 

s 

X 


0.104 

ShGmCiraEoLa 





- 

- 

- 

- 


1.500 




ANGOLA 

Steuben 

4,746 

4,725 

c 

X 


0,500 

ShDhCIFtnCmBo 





- 

- 

- 

- 


4.000 




ARCADIA 

Hamilton 

1,271 

1,260 

c 

X 


- 

None 



ARGOS 

Marshall 

1,339 

1,325 

c 

X 


- 

None 



ATTICA 

Fountain 

4,341 

4,340 

sc 

X 


- 

None 



AUBURN 

Do Kalb 

6,350 


c 

X 


0.750 

ScCraAmCmDrBco 





- 

- 

~ 

- 


10.000 

_ 



AURORA 

Dearborn 

4,119 


c 

X 


0.850 

ScCmDorhBo 





- 

- 

“ 

- 


6.000 




AVILLA 

Noble 

919 

910 

s 

X 


- 

None 



BATESVILLE 

Ripley 

3,349 

3,350 

s 

0. 

350 

0,400 

SchCmFtrCmDtcfrBo 




- 

- 

“ 

- 


4.000 

_ 



BEDFORD 

Lawrence 

13,024 

13,020 

s 

1.070 

2,000 

SoGmCmEcgDf rBo 





~ 

* 

- 

- 


17,000 




BEECH GROVE 

Marion 

10,973 

10,950 

c 

0. 

780 

1.200 

ScGtnCmAaCmEogDfrBo 





- 

- 

- 


12,000 




BERNE 

Adams 

2,644 

2,640 

c 

X 


- 

None 



BICKNELL 

Knox 

3,8/8 

3,875 

c 

X 


- 

None 



BLOOMFIELD 

Greene 

2,224 

2,220 

s 

X 


0.250 

GnCaBo 





- 

- 

“ 

- 


3,000 




BLOOMINGTON 

Monroe 

31,357 


s 

4.500 

7.000 

SmOmCmFthCmBgDfrBo 





- 

- 

- 


57,000 

- 



BLUFFTON 

Welle 

6,238 

6,235 

s 

0,550 

1,000 

ShOhCiFtnCmQo 





** 

- 

- 

- 


10,000 




B DON V ILLS 

Warrick 

4,801 

4,800 

c 

0.582 

0,700 

SgmStGmCmAaCmEgDf rBo 




” 

- 

- 

- 


7,000 

- 



BORGERVILLfi 

Johnson 

586 

585 

c 

X 


- 

None 



BOSWELL 

Benton 

957 

955 

c 

X 


- 

None 


2 

BOURBON 

Marshall 

1,522 

1,520 

c 

X 


- 

None 


2 

BRAZIL 

Clay 

0,053 

8,800 

c 

X 


0.600 

8 SoGhCiFtrCmBo 

2 




- 

•* 

- 


10,000 

• 



BREMEN 

Marshall 

3,062 

3,060 

c 

X 


- 

None 


2 

BROOK 

Newton 

845 

625 

c 

X 


_ 

None 


* 



" 

— 

IL 

- 


- 

- 
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STATE 

YEAR 


INDIANA 

1962 

PAGE 1 of 14 


LINE 

NO 

COMMUNITY. SEWER 

drain- 

age 

BASIN 

WATER- 

COURSE 

MILRAGR 


P.E. (BOD) 

i 

z 

a 5 
£ e 
□ a 

— ti 

o-c 

&< 

REMARKS 

OR 

SANITARY DISTRICT 
INSTITUTION 



DISCHARGE 

TO 

UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


9 

ELI 


11 

12 


mi 

15 

l 

ADVANCE 

OR 

- 

X 

X 

225E 

an 




17 

~ 


- 

225E 

- 


2 

AKRCN 

OR 

- 

X 

Town Lake-Chippcwanuck 

955E 

1 




17 

- 

** 

Oronk-TI nncoanoo River 

0V5E 



3 

ALBANY 

on 

- 

X 

Half Way Creek and 

2 , 13QG 





17 

- 

- 

Misaigslnowa River 

a. hog 

1 


4 

ALB TON 

V/L 

- 

X 

Elkhart River 

i,325E 

m 




32 


- 


1 .3256 



5 

ALEXANDRIA 

OR 

- 

X 

Pipe Creek 

5,200E 

7 




19 

- 

- 


790E 

- 


6 

AMftrA 

OR 

- 

X 

Ditch to Jordan Creek 

350E 

0 




17 

*■ 



350S 

- 


7 

ANDERSON 

OR 

1 n 

- 

X 

White ftivor 

54,330 

1 

*Guggenhoiftt process. Digester designed 







1 1 . 640 

- 

for «*nrba^e digestion also. 

■0 

ANDREWS 

on 

- 

X 

Wabash River 

1 , 13QE 

7 




17 

- 

" 


X 



9 

ANGOLA 

WL 

- 

X 

Long! Bauer, Golden Gass, 

4, 725E 

L 

*Pigeon River. 



32 

** 

- 

and other Lakes to* 

X 



10 

ARCADIA 

OR 

- 

X 

Little Cicero Creek to 

i , 260 E 





19 

- 

- 

Cicero Creek 

1 . ?6oE 

■ 


t! 

ARGOS 

UM 

- 

272.0-97*2- 

Wolf Creek 

l , 3252 

0 




15 

- 

33.8-6.6 


K'39SE 



12 

ATTICA 

OR 

- 

X 

Wabash River 

4,3402 

0 




17 

** 

- 


4.3402 

- 


13 

AUBURN 

LE 

- 

11138. U 

Cedar Creek to 

5, 50DG 

7 




l 

- 

11.5-21.3 

St. Josanh River 

X 



U 

AURORA 

OR 

- 

X 

Ohio River 

4 , 1002 

7 




21 

- 

- 


X 

- 


15 

A VILLA 

LE 

- 

* 

Eiey Ditch-Little Cedar 

910E 

0 

*Ml20. 1-1-11,5-8. 3-8. 6-4. 5 



1 

- 

- 

Creek-Cedar Creek** 

niOE 

- 

**St, Joseoh River. 

16 

□ATESVrLLE 

OR 

- 

X 

Little Laughary Creek 

3,3502 

7 




21 

- 

- 


X 

- 


17 

BEDFORD 

OR 

- 

X 

Leatherwood Creek to 

8,950 

7 




16 

- 

- 

Snider Creek 

6. IRQ 

- 


ta 

BEECH GROVE 

OR 

^ , 

X 

Lick Crook 

5,575 

7 




19 

- 

- 


310 

- 



BERNE 

LE 

- 

* 

Gates Ditch to 

2 , 6402 

0 

*Ml 28, 1-35.2-11. 6-4. 1 



1 

- 

- 

Blue Creek 

2.640E 

- 



BICKNGLL 

OR 

_ 

X 

Indian Creek 

3.875E 

0 




19 

- 

- 


3. 8752 

- 



BLOOMFIELD 

on 

_ 

X 

White River 

2,2202 

1 




19 

- 

- 


X 

- 


22 

BLOOMINGTON 

OR 


X 

Clear Creek-Salt Creek 

33,295 

7 




16 

- 

- 


4.410 

- 


23 

BLUFFTON 

OR 

_ 

X 

Wabash River 

6,050 

7 




17 

- 

- 


230 

L 


24 

BOONVILLE 

OR 


X 

Cypress Creek 

3,540 

7 




21 

- 

- 


430 

- 


25 

BORQERVILLE 

OR 


X 

Stotts Creek 

5852 

0 




19 

- 

- 


5852 

- 


26 

BOSWELL 

OR 

* 

X 

Goose Creek, Mud Pine 

9552 

0 




17 

- 

- 

Creek and Bi* Pine Creek 

OS5E 

- 


27 

BOURBON 

OP 


X 

Tippecanoe River 

1 , 520E 

0 




17 

- 

- 


1 . 620E 

- 


2B 

BRAZIL 

OR 

- 

X 

Birch Creek to 

8,0002 

7 




19 

- 

- 

Eel River 

X 

- 


29 

BREMEN 

UM 

_ 

1272.8-97*2 

Yeilov River 

3,0602 

0 




15 

- 

-58.6-1.5 


3. HAAS 

a 


30 

BROOK 

UM 


1272. 8-35. 7 

Iroquois River 

6252 





15 

- 

-63.1 


625E 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


BROOKSTON 



Desk! 

For ~ 
Average 
Daily Flow 

MGP 

p.'n. 

(1000’s) 


TREATMENT FACILITIES 


TREATMENT 


BROOKVILLE 


BROMSBURO 


BROWNSTOWN 


BUNKER HILL 


CAMBRIDGE CIT? 


Franklin 


3,575 IS 


4,475 S 


2,160 S 


1,050 C 


2,570 C 


0,400 0*500 SQGDiCroAaCmEogDpBo 

5.000 „ 

x 0,300 SoCmEgDfrDo 

3.000 „ 

* " Mono 

x 0,300 SoQhCmFthCraDfrBo 
2.400 „ 

x * Co 

1.500 _ 


C ANN ELTON 


CARTHAGE 


Hamilton 


1,825 3 


1,440 C 


1,000 c 


°* 200 SoOaCmAaCtnEogDfrBo 


Vermillion 


CEDAR LAKE 
EJtoola Subdivision 
CENTERVILLE 

CHALMERS 


2,375 C 


- 0 ™ 3hCpA CpA 0 
°; 26 ° SoQ.Cfflf'tliOmEogDfrBo 


CHARLESTOWN 
East Plant 
CHARLESTOWN 
West Plant 
CHESTERFIELD 

CHESTERTON 

CH0RUBUSCO 


CLARKSVILLE 


CLERMONT 


CLINTON 


COLOMBIA Cm 


CQ.NNERSVILLE 


CONVERSE 


CORVOON 


Whitley 


Hamilton 


Vermillion 


Whitley 


! Bartholomew 


2,000 S 


3,725 C 


2,505 C 


1,280 C 
1,280 C 


x 0.120 ciFtrBo 

i.aoo _ 

* 0.-100 BoCiCFtliCntfEgBo 

X 0. 113 ScQhClEcQ Do 

- 1.614 

1.370 - None 


Harrlaon 


8,085 C 


1,050 C 


5,800 C 


4,800 0 


20,750 C 


17,700 SC 
1,045 C 


2,700 Is 


* !q'qqq SoamAeCinEogDfrBo 

x - None 

x 0.400 OhSokCmDohfsBo 
10.000 - 

* - None 

* OraCflAaCaJEogDfrXpBo 

3 - 89 ° ?V.’aoo Sotl ” Ko “ c ® A “ c ®EogDfrBo 
3 - 96 ° 23*500 ® oa *^ ft °C®AaCmBgDfr(ZoVv|l.sX4 


x 0,350 CmDfrBs 
.3.500 - 
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discharge 

TO 


INDIANA 


P.E. (BOD) 


UN- 

TREATED 

WASTE 


1962 I page 2 Of 14 


BROOKSTON 
OROOKVILLE 
OROffNSBima 
BROWNS TOWN 
BUNKER HILL 


CARTHAGE 


» CEDAR LAKE 

Lltoota Subdivlolon 
14 CKNTEIWILLE 

14 | CI1ALUERS 

14 CHARLESTOUi'f 
Eonfc Plant 

7 CHARLESTOWN 
Weat Plant 
e ' CHESTERFIELD 

9 CHESTERTON 

0 CIIURUDU8C0 

CICBR 

CLARKSVILLE 
CLERMONT 
CLINTON 


COLUMBIA CITY 
COLUMBUS 
CONNERS VILLB 
CONVERSE 
COR YOON 


Woota Croek- 
Tlnn^ogno© Rlvor 
Went Fork of 
WM town tor Rlvor 

WhLto Lick Creek 

Knot fork of 
White Rfvor 

Big Pipe Creek 

Dig Ruin Creek to 
fit. Jonor>h River 
Weot fork of 
Whitewater River 
Doer Creek 

Ohio River 

Cool Creek 

Blue River and 
Driftwood River 

Branch to 

filer Vermillion River 
Ditch to Cedar Lake 

Nolands fork and West 


fork White Water River 

X 

Spring Creek 

545E 0 

Tinnecanoo River 

545E - 

Lick Creek 

2.000E 

Pleasant Run 

3,725B 1 

Went Fork of 

2,505B 

White River 

X 

Coffeo Crook to 

4»OOOE 0 

Lltt-lp Calumet River 


Blue Hiver-Eel River 

i,280E 0 


1.2BGB - 

Cioero Creek 

1.280E 0 


KRROB - 

Cano Run 

Q,O05E 7 


fl.nn^g « 

Big Eagle Crook 

1,050E 0 


1-nsoE - 

Wabash River 

5,OOOE 7 

V 

Little Potato Creek, 

A 

725E x 

Lv* Crook and Sugar Creek 

725E - 

Blue River-Eel River 

4 , 800E 7 

X 

East Fork ot White River 

40,060 7 


2.990 - 

Weat Fork of 

22,315 7 

Whitewater River 

V i**> * 

Turkey Creek- 

1.045E 0 

Riff Pine Creek 

1.04SE - 

Little Indian Creek 

2.700B 2 
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STATE 

YEAR 


INDIANA 

1962 

1 page : 


COM MUN1TY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


I960 

Population 


Estimated 

Population 

Served 


& 

-S 

u u - 

£ S 0 

> < o 
< a s 


Dos’d 

For 


Average 

|DailyFlow| 

MOD 


P.B, 

(1000's) 


TREATMENT FACILITIES 


TREATMENT 


I 


3 


COVINGTON 

CRANE 
Plant 9 l 

CRANE 
Plant # 2 

CRAWFORDS V I LLE 

CROMWELL 

CR0TKER3VILLE 

CROWN POTHT 

CROWN POINT 
Hermits Lake Add, 
CULVER 

DANA 

DANVILLE 

DARLINGTON 

DECATUR 

DELPHIA 

DUNKIRK 

EARL PARK 

EAST CHICAGO 

EAST GARY 

EAST GARY 
(Rav discharge) 
EATON 

EDINBURG 

ELKHART 

ELLETTSVILLE 

ELNORA 

ELWOOD 

ETNA GREEN 

EVANS VrLLE 

Eastside 

EVANSVILLE 

Westside 

FAIRSIOUNT 

farmersburg 


(Fountain 
Martin 
Martin 
Montgomery 
Noble 
Jackson 
Lake 
Lake 
Marshall 
Vermillion 
Hendricks 
Montgomery 
Adams 
Carroll 
Jay and Blackford 
Benton 
Lake 
‘Lake 
Lake 

Delaware 

Bartholomew and 
Johnson 

Elkhart 

Monroe 

Daviess 

Madison 

Kosciusko 

Vanderburgh 

Vanderburgh 

Grant 

Sullivan 


2,759 

2,000 

14,251 

451 

1,449 

8,445 

1,558 
811 
3,287 
663 
8,527 
2,517] 
3, LL7 
551 
57,669 
9,369 

1,529 

3,664 

40,274 

1,222 

824 

11,793] 

483 

141,543 



2,400 

2,000 


14.000 
450 

1,450 

8,000 

200 

2,500 

800 

3,200 

670 

8,300 

2,50D| 

3.000 
550 

57.660 
(7,310) 

2.000 

1,520 

3.660 
30,255 

1,220 

400 

11,000 

480 

35,000 

106,500 

3,080 

1,020 


0.880 


x 

[0.600E 
0.010 
x 

x 

0.210 

x 

1.070 

x 

X 

X 

12.127 
x 

X 

X 

X 

12. LOO 
x 

x 

1.440| 

x 

9. 170 
4.130 


x 

x 

0,150 

L.000 

x 


1.500 

7.500 

0.078 
x 

0.300 

3.000 


0,300 

3.000 

0.050 

0.500 

1.800 

10.000 


0.700 

4.000 


20.000 

65.000 


0.200 

2.000 

12.000 

50.000 

0.230 

2,300 


2,200 

12.000 


6.000 

30.000 

22.000 
212,00 

0.300 

3.150 


None 

CpAmCpDcBo 

S{CmDmr ) Ft2hCmBo 

GhScApCmAaCmDefsBc 

None 

Nono 

SoGmCtnAaCmEcgDfrBo 
CpFthCpD Xd 
SoCmAaCraDoBo 
None 

ScCmFthrCtnDkBols 

Cs 

SchGahmCmFtrCmEcgDtrBo 

None 

ScGhCmFtrCraEogDfrBo 

None 

ScGmCoK AaCmEgDm* 

See Gary 
Plant ft 2 

None 

None 

ClFtrCpBo 

ScGmApCmEogDfrBoX 

8hCitnEcg 

None 

SoCafC AaCmEgDtBo* 

None 

SoGmCtaEogDfrBo 
SoGmCtnEgDjfrBo 
ShmQ h CroAaCmEogDpBo 
None 















INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINE 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

age 

BASIN 

WATER- 

Ms 

Mir 

Sub 

COURSE 

MILEAGE 


. 9 

IIE 

IIE 

IHKQH 

1 

COVINGTON 

01 

\ - 

X 



r 

- 

- 

2 

CRANE 

OF 

- 

X 


Plant 0 l 

1<? 


- 

3 

i CRANE 

on 

_ 

X 


Plant # 2 

19 

- 


4 

CRAWFORDSVILLB 

OR 

* 

X 



17 

- 

- 

5 

CROMWELL 

WL 


X 



32 

- 

- 

6 

CROTHERSVILLB 

OR 


X 



IS 

- 

- 

7 

CROWN POINT 

WL 

_ 

37.3 



32 

- 

- 

8 

CROWN POINT 

UU 

_ 

1272, 8-53*7 


Hermits Lake Add. 

15 

- 

-8*3-12 

9 

CULVER 

OR 

_ 

X 



17 

- 

- 

10 

DANA 

OR 


X 



17 

- 

_ 

11 

DANVILLE 

OR 

.. 

X 



19 

- 

- 

12 

DARLINGTON 

OR 


X 



17 

- 

- 

13 

DECATUR 

LB 

_ 

U128. 1-27.0 



1 

- 

- 

14 

DELPHIA 

OR 


X 



17 

- 

- 

IS 

DUNKIRK 

on 

_ 

X 



17 

- 

- 

t6 

EARL PARK 

uu 

- 

T272. 8-35.7 



15 

- 

31.6-48.0 

17 

EAST CHICAGO 

UU 

- 

1303.4-22.1 



13 

- 

-5.8 

16 

EAST GARY 

KL 

- 

7.0 



32 



19- 

EAST GARY 

UU 


7.0 



13 

- 

_ 

20 

EATON 

OR 

_ 

X 



17 

- 

- 

21 

EDINBURG 

OR 

_ 

X 



10 

- 

- 

22 

ELKHART 

WL 

_ 

X 



32 

- 

- 

23 

ELLETTSVILLE 

OR 

_ 

X 



19 

- 

- 

24 

bln ora 

OR 

_ 

X 



19 

- 

- 

25 

ELI GOD 

OR 

_ 

X 



19 

- 

- 

26 

ETNA GREEN 

OR 


X 



17 

- 

- 

27 

EVANSVILLE 

OR 


X 


Eastaide 

21 



28 | 

EVANSVTLLE ( 

OR 


K 

1 

tests tde ; 

51 



29 

fairuount 

OR 


X 



17 

- 

- 

30 | 

FARMERSBURG < 

OR 

» - 

X 



17 

• ' 

- 


STATE 

1 YEAR 


INDIANA 

1962 

PAGE 3 of 


DISCHARGE 

TO 


P.E. (HOD) 


UN- 

TREATED 

WASTE 


12 


Wabash River 

First Greek 

First Creek 

Sugar Creek 

Lake Wavasee to 
Turkov Creek 

Vernon Fork- 
Uimaatntualc River 

Beaver [Jam Ditch to 
Dfifin River 

Ditch to Lake Dale Coriia 

Tippecanoe River 
Maxinkuokee Lake 
Dana Ditch to 
Rooooon Crock 
West Fork 
White Liok Creek 

Sugar Creek 

St- Mary's River 

|Deer Creek 

Big Lick Creek, Liok 
Creek and Miastaalnevrn R 
Sugar Creek 

Grand Calumet River 

Burns Ditch to 
Lake Michigan 

Burns Ditch 

Mlaslsslnewa River 

Big Blue River 

St. Joseph River 

Jacks Defeat Creek and 
Bean Creak 

West Fork of 
White River 

Big Duck Creek to 
Duck Creek 

Tippecanoe River 
Ohio River 


Back Creek- 
Mlsaisslneva River 


DIS. 

CHARGED 

WASTE 


13 


2,400E 
2, WOO E 

2,000 


0,965 

735 

450E 

450E 

1,4 SOB 
1 

a.oooE 

1 

200E b 
50S 

2 , 500E 


0OOE 
BOOB 
3 ,20QE 

670E 

5,920 

1 7n5 

2, 500G 
2,^000 

3, CODE 

550G b 
550S 

53,300 
6. *00 


2.000E 

2.000E 

2,095 

3,66DE 


99,560 

7 1 . ann 

1,220E 


4002 

6 OAR 

2,020 

1 

480E 
4 BOB 

39,700 

27.ROO 

63,150 

32-100 

3, OBOES 

1.020B 

l.nooG 


REMARKS 


*Guggenhein prooasa. 


^Guggenheim Process 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMM UNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

l 

2 

FERDINAND 

Dubois 

FLORA 

Carroll 

FORT BRANCH 

Gibson 

FORTY ILLB 

Hancock 

FORT WAYNE 

Allen 

FORT WAYNE 

Liberty fUlla 

Allen 

FORT WAYNE 

Sunnvbrook Acres 

Allen 

FORT WAYNE 
festmoor Extended 

Allen 

FOWLER 

Outlet t l 

Benton 

FOWLER 

Outlet # 2 

Benton 

FRANCESVILLE 

Pulaski 

FRANKFORT 

Clinton 

FRANKLIN 

Johnson 

FREHONT 

Steuben 

FRENCH LICK 

Orange 

GALVESTON 

Cass 

GARRETT 

De Kalb 

GARY 

Plant | i 

Lake 

* GARY 

Plant § 2 

Lake 

GARY 

Chapel Manor Subd, 

Lake 

GARY-Turkey Creek 
Meadows Subd* 

Lake 

GAS CITY 

Grant 

GASTON 

Delaware 

geneya 

Adams 

GLENWOOD 

Fayette and Rus* 

GOSHEN 

Elkhart 

CRABILL 

Allan 

ORfcENCASTLB 

Putnam 

greendale 1 

Dearborn 

GREENFIELD | 

flanoook 


STATE 

YEAR 


INDIANA 

1962 

PAGE b Of 1^ 






Des'd 

TREATMENT FACILITIES 





i & 

Por 



I960 

Estimated 

\ 

: w 2 

Average 



Population 

Population 

Served 

c 

S O “■ 

i 2 £ r 

DaiJyPlo^ 

MGD 

* TREATMENT 

LR 

Ni 



SS 


1 P.E, 






! <35 

' (1000’s) 



5 

4 

5 

6 

7 

8 


1,427 

1,425 

C 

X 

- 

None 


1,762 

1,700 

* 

X 

0.300 

SoCaAaCraE DpBo 

j 

* 

“ 

* 

- 

3.000 



I.9B3 

1,940 

i 

0*400 

0*300 

ShCiFtrCraXd 

1 

“ 

** 

- 

~ 

2.950 



2,20' 

5 2,201 

3 C 

X 

0.4CK 

3.O0C 

3 ScQmCtmFtCmEcgBo 

4 

161,776 

161,770 

-1 

tJ 

24*000 

32.000 

100.00 

GtnSoCmAaCinEgDYrQstBoLa 

! 

- 

X 

s 

X 

0.03C 

SoAaCmDpXd 

i 



“ 

- 

0.40C 

_ 


- 

5,200 

3 

X 

0.035 

0.520 

ShCpAraCmEchDpXd 

1 

- 

5,000 

3 

X 

0*050 

ScAaCmD 

S 

“ 

- 

- 

- 

0.500 



2,491 

1,600 

■* 

X 

- 

None 

$ 

- 

800 

> 

X 

- 

None 

1C 

1,002 

1,000 


X 

■* 

Nono 

11 

15,302 

15,300 

3 

2*400 

3.500 

35*000. 

ScQhCmFtnCaiFtnCmD Bo(ZoVv)Xd 

u 

9,453 

9,450 

3 

1.350 

1*620 

12,700 

ScamCmFtrhCmtgDfrBo 

IJ 

937 

935 

3 

X 

0.150 

U500 

GhSaCimFthrCpEogBo 

14 

1,954 

1,950 

S 

X 

- 

Nono 

14 

Mil 

1,U0 

-1 

l 

0.140 

0.300 

3,000 

ShGhClFthrCpEogDo 

16 

4,364 

4,200 

C 

X 

0,800 

6,700 

SoQmCmAaCmEcgDfrBoLo 

17 

178,320 

174,500 

c 

30*090 

40.000 

S oO tnCm A a Cm Dc m f 1 0 3 B 0 

1$ 



“ 


175,00 

- 



5,000 

c 

1,450 

1.3U0 

GmSoClFtrCifiBo 

1? 


“ 

** 


13,000 

• 


** 

60 

X 

- 

0.104 

G ShC A C E l| 

Id 



** 

“ 

1,500 

- 


- 

920 


X 

0*104 

8 C AcoC 

■ 21 




- 

1.500 



4,469 

4,470 


X 

0.040 

SoGfflCmFthrCmDrLs 

11 





7,750 

• 


801 

770 


X 

- 

None 

13 

1|053 

1,050 


X 

-• 

None 

M 

382 

380 


X 

- 

None 

tt 

13,718 

13,000 


X 

4,400 

BQOmCmFniDfrBo 

26 




- ] 

16,000 



495 

50 


X 

- 

None 

27 

8,506 

8,500 

3 

0.940 

0,800 

SoGhCpAaCpE DefBo 

28 




- 

8,000 

- 


2,861 

(2,800) S 


X 

• 

See Lawrence burg 

29 

9,049 

9,000 C 

) 

1*300 

0.590 

ShQhClFtnCpBo 

10 



1 

..." 1 

5,900 

* • 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


UNE 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

9 

DRAIN 

AGH 

BASIN 

- WATER- 
COURSE 
MILEAGE 



| 

FERDINAND 

liU 

m 

B 




17 

- 


2 

FLORA 

OR 

* 

X 



17 

- 


3 

FORT BRANCH 

OR 

.. 

X 



21 

- 

- 

A 

roRTVILLE 

OR 


X 



19 

- 


5 

FORT WAYNE 

LE 

~ 

M125*8 



1 

- 

- 

6 

FORT WAYNE 

OR 


x 


Liberty Hills 

17 



7 

FORT WAINS 

m 


X 


Sunnybrook Aoroa 

17 

- 


8 

FORT WAYNE 

OR 

_ 

X 


Weatmoor Extended 

17 

- 

«. 

9 

FOWLED 

OR 

_ 

X 


Outlet # i 

17 

- 


10 

FOWLER 

Ulf 


# 


Outlet 0 2 

13 

_ 

- 

H 

FRANCESVILLE 

OR 

_ 

X 



17 

- 

- 

12 

FRANKFORT 

OR 


X 



17 

- 

• 

13 

FRANKLIN 

OR 

.. 

X 



IB 

- 


M 

FREMONT 

m 

* 

X 



32 

- 

- 

13 

FRENCH LICK 

OR 


X 



18 

- 

- 

16 

GALVESTON 

OR 

p. . 

X 



17 

- 


17 

GARRETT 

LE 

- 

■ 128. 1-11^5 



1 

- 

-16.8-3.6 

18 

GARY 

WL 

_ 

X 


Plant K l 

32 

- 

- 

19 

A OARY 

WL 


9.8 


Plant * 2 

32 

- 


20 

GARY 

WL 


18,-3. 6-2,0 


Chanel Manor Subd, 

32 

- 


21 . 

GARY-Turkey Creek 

WL 


18-4,0 


Meadows Subd, 

32 

- 


22 

GAS CITY 

OR 


X 



17 

- 


23 

OASTON 

OR 


X 



19 

- 

- 

21 

GENEVA 

OR 

_ 

X 



17 

- 

- 

23 

GLENIOOD 

OR 


X 



IB 


- 

26 

GOSHEN 

WL 


X 



32 

- 

- 

27 : 

2RABILL | 

LB 


1128.1- 


: 

L 


15*7-2.2 

20 ( 

]REEN CASTLE < 

DR 




: 

19 



2? ( 

3REENDALE ( 

DR 




A 

U 



EK 

IREENFiELD ( 

>R 




] 

L0 


’ 


STATE 

YEAR 


INDIANA i 

1962 

j PAGE 4 Of 14 


discharge 

TO 


12 


PE. (ROD) 


UN- 
TREATED 
WASTE 


DIS- 
CHARGED 
WASTE 


13 


REMARKS 


Hunley Creek- 
Pa toka River 
Bachelor Creek- 
;Deer Creek 

West Fork of 
Plffoon Creek 

Flat Fork-Fall Creek 

Maumee River 

(Tributary to 
Little Wabash River 
Tributary of 
St* Joseph River 
Lawrence Ditch 

4ud Pine Creek-Big Pine 
^reek-Wabash River 

Mud Creek-Sugar Creek and 
Kakokee River 
Hg Hanon Creek- 
rioDeoanoe River 

Prairie Creek-South Fork 
of Wild Cat Creek 

Yount and Sugar Creeks- 
Drlftwood River 


french Lick Creok- 
oet River 

beer Creek 


Oarrett Ditch-Cedar 
Creek-St, Joseph River 
Grand Calumet River 

Burns Ditoh to 
Lake Michigan 

Turkey Creek 

Turkey Creek to 
)eep River 

msslealnewa River 

Pipe Creek 

Limber Lost Creek 

Ben Davie Creek 

Elkhart River 

Jrablll Ditch to 
It. Joseph River 

Big Walnut Creek to 
Eel River 

Tannere Creek 

Brandywine Creek-Big 
Blue River-Driftwood R* 


M25E 

M25E 

l»700S 

1,940E 

2,2O0E 

207,000 

12.930 


1 i 600E 
1,60QE 

800E 
800E 
l f OOOB 
l ,OOOE 

27,300 

3,940 

13,693 

I,0&0 

935E 

2,700S 

2,700E 

X,ilOE 

4,200E 

299, u JO 
18,100 

4,VJ0 

2,900 

60E 

15E 

920E 

230E 

4,470E 

770B 

770E 

i,050E 

l,050E 

380E 

380S 

13,OOOE 


8,50OB 


9,OOOE 5 

t 


*1272.8-35.7-31.6-37.2-10.0 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

YEAR' 

INDIANA 

1962 



GREENSBURG 

QREENTOWN 

GREENWOOD 

GRIFFITH 

HAGERSTOWN 

A HAMMOND (S. D.) 

HANOVER 

HARTFORD CITT 

HEBRON 

HIGHLAND 

HOBART 

HOBART 

Brookview Ter. Subd 

HOBART-Lake George 
Plateau Subd* 

HOBART 

Nob Hill Subd. 
HOBART 

VUlns? Village Subd, 
HOPE 

HUNTIHGBURO 

HUNTINGTON 

HUNTINGTON* 

INDIANAPOLIS 

INDIANAPOLIS 
Candlel iwht Village 
INDIANAPOLIS 
Gresnbrlar 
INDIANAPOLIS 
Heather Hilla 
INDIANAPOLIS 
Hill Valley Estates 
INDIANAPOLIS 
Holiday East 
INDIANAPOLIS 
Holiday Northwest 

INDIANAPOLIS 
Westchester Estates 
JAMESTOWN 

JASONVILLE 

JASPER 


Decatur 

Howard 

Johnson 

Lake 

Wayne 

Lake 

Jefferson 

Blackford 

Porter 

Lake 

Lake 

Lake 

Lake 

Lake 

Lake 

Bartholomew 

Dubois 

Huntington 

Huntington 

Marion 

Marion 

Marion 

Marlon 

Marion 

Marion 

Marion 

Marion 

Boone 

Greene 

Dubois 


6,605 

1,266 

7.169 
9,483 
1,730 

111,698 

1.170 
8,053 
1,401 

16,284 

18,660 


476,258 


6,600 C 
1,265 

7.170 
9,485 
1,730 

132,000 

1.170 
8,000 
1,400 

(8,200) C 
9,800 C 
20 S 
60 S 
40 S 
120 C 
1,460 C 
4,100 S 
16,000 C 
x S 

476,260 C 
x 3 
x S 
x 9 
x S 
x S 
x 8 
* S 
800 C 
2,430 3 
6,200 S 


0.700 0.800 
ft.OM 


0.560 0.600 

6.000 


x 0*450 

2,500 

24.400 24.000 
130.00 

X 0*240 

2.400 

0.909 0*660 
n.nno 


0.775 2.000 

12 . 000 , 


U 160 0.675 
6*750 
i.500 2.700 

27.000 

X 0,020 
0.200 
96.100 120.00 

800.00 


x 0.300 
3.000 

0.620 1.000 

10.500 


ScGhCmAmCmEgDcpBo 

None 

ScGhCraAtnEogDrBo 

None 

GhScCmFtrFthEcgCmDoBo 

SmGraApCmApCmT DftBo 

ScCoDeEogBo 

SoCaAmCmDhBcx 

None 

See Hammond (S. D,) 

ScGmCmDfrBo 

SohOhC A C H 

0 S C AmC D 

GhShC A C Dp 

G S AmC 

None 

SoCmFthrCfflDrE Bo 
SmOmCmFtnCmDrfBo 
CsFtr 

SoQaCmAaCwEgVvXnLfl 

SoAaCpFa 

SoAaCpFrEh 

ScAaCp 

SeAaCpFr 

ScAaCp 

SoAaCpFa 

SeAaCpFr 

None 

CiFtnBo 

SoGmCmAaCroDfrBo 
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INVENTORY OF MUNICIPAL WAS'm rnuunaa 


STATE 

YEAR 

INDIANA 

1962 



1 GREENSBUnO 


2 OREENTOWN 

3 GREENWOOD 

4 GRIFFITH 

5 HA0ER3T0IN 

6 * HAMMOND (S. DO 

7 HANOVER 

8 HARTFORD 'CITY 

9 EIEBRON 

10 HIGHLAND 

11 HOBART 

12 HOBART 

Rrookvlow Ter. Subd. 

1 3 HOBART-Lake George 
Plateau Subd, 

14 HOBART 

Hob Hill Subd. 

15 HOBART 

. Viking ViUago Subd. 
M HOPE 

,7 IIUNTINGBURO 

lfi HUNTINGTON 

™ HUNTINGTON * 

20 INDIANAPOLIS 

21 INDIANAPOLIS 
Candlelight Village 

22 INDIANAPOLIS 
Greenbrier 

23 INDIANAPOLIS 
Heather HitU 

24 INDIANAPOLIS 

Hill Valley Estates 

25 INDIANAPOLIS 
Holiday East 

26 INDIANAPOLIS 

Hoi tdav Northwest 

27 INDIANAPOLIS 
Westchester Estatoa 

2 * JAMESTOWN 

29 JASONVILLE 
3® JASPER 


x Sand Creek 

x Wildcat Creek 

- 1.9MB [- 

x Pleasant Run Creek 4,405 7 

635 * 

1303-16- Cadymarah oltoh-UCal. R. 9.490E 0 «i« t » «,.m 

16.1 Tnrlr^v Or. -Burns Difcfth* o /irviF Lake Michigan 


16.1 Ti»rVf»v Cr. -Burns Ditch# 

x West Fork of 

Whitewater River 

1303.4-22.1 Grand Calumet River 
-4.7 

x Ohio River 


1272,8- 

76.2- 4,1 

1303,4- 

16.3- 17.3 
15,7 


Little Lick Creek 

Cobbs Ditoh 

Grand Calumet River 

Deep River to 
Burns Ditoh 

Turkey Creek to 
Dean River 

Deep Riyer 

Deep River 

Deep River 

Ditah to Haw Creek 

Hun ley Creek to 
Patokn River 
Little Wabash River 

Wabash River 

West Fork of 
White River 

Crooked Creek 

Williams Creek 

Duck Creek 

White River 

Mud Creek 

Eagle Creek 

Crooked Creek 

West Fork Walnut Creek- 
Rei River 

Homesvilla Ditch to 
Eel River 

Potoka River 


Q. 'ions - 

1 ,730E 7 
x 

204,800 7 
31 . 7nn „ 

1, 170E 7 

O.OOOE 1 

1 1 400E 0 
1.4006 - 
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INVENTORY 


OF MUNICIPAL WASTE FACILITIES 





JASPER 

Skvland Addition 
JEFFERSONVILLE 

JEFFERSONVILLE 
Nun. STP # l 

JEFFERSONVILLE 
Mrni. STP 0 2 

JONESBORO 

KENDALLVILLE 

KENTLANO 

KEWAMNA 

KINGSFORD HEIGHTS 

KIRXL1N 

KNIGHTSTO'JN 

KNOX 

KOKOMO 

KOUTS 

LADOGA 

LAFAYETTE 

U FONTAINE 

LA GRANGE 

LAKE COUNTY 
Bon A Ira SuW, 
LAKEVILLE 

LAPEL 

LA PORTE 

LAWRENCE 

* UWRENCEBURO 

LEAVENWORTH 

LEBANON 

LIBERTY 

LIGONIER 

UNTON 

LOGAN SPORT 


Dubois 

Clark 

Clark 

Clark 

Grant 

Nobis 

New ton 

Fulton 

La Ports 

Clinton 

Henry 

Starke 

Howard 

Portar 

Montgomery 

Tippecanoe 

fabash 

L& Grange 

Lake 

Saint Joseph 

Madison 

La Porte 

Marlon 

Dearborn 

Crawford 

Boons 

Union 

Noble 

Greens 

Csss 


2,260 

6,765 

1,783 

663 

1,276 

767 

2,496 

3,458 

47,197 

1,007 

974 

42,330 

779 

1,990 

400 

757 

1,772 

21,157 

10,103 

5,004 

387 

9,523 

1,745 

2,595 

5,736 

21,106 


100 

19,520 
L9 ( 520 

x 

2,260 

6,765 

1,300 

660 

1,250 

760 

2,490 

3,400 

53.000 
750 
960 

42.000 
770 

1,900 

500 

750 

1,770 

21.000 
10,100 
7,800* 

400 

9,500 

1,745 

2*595 

5,730 

21,100 


x 0,010 Cs*Fs 
0*200 - 

1.300 2,000 ScGtnCmEogDfrBo 
18,000 _ 

1.300 2.000 ScGmCmEcgDfrBo 
10.000 „ 

x 0.250 CmFtrCmEgDcBo 
2.500 

x 0.380 ShOhClFthrCmEogLs 
- 2.800 .. 

OaSoGnFthrCmEcgDtrfDo 

7,700 


0,750 SrCraFtrhCpDfhDo 

15.000 _ 


°-300 SoCmDcBo 
4.000 . 

47*900 ShK ApCmFthCmEgDfhi’BfZowJLs 


0,250 KmCmFtrCmDopDo 
3.000* 

JJ* 000 SgQmCmEgDfrLs 

60.000 _ 


GhShoCmFtshCmDfrDo 

4.000 , 

0*067 s CraAaCta 
0.670 .. 

“ None 

0*180 ShGmClAaCpLa 
1.800 _ 

SmOmCmFtnFtrCmEgDcCZoV XnLiO 

1.200 SoCraAinCoDfrEogBo 
12.900 - 

0.500 BhCiFtrCroApEgD Bo 

a pno - 

0.030 ClFtrBo 
0.500 „ 

2.000 SoflatnCmFtrCmEogDrVv 

20.000 - 

0,190 SoC«{AmCp)E DopBo 
1,875 - 

0.200 S CmDoBo 

2.000 - 

0,500 ScCnFtrCraDpBo 

5.000 ^ 

5.320 OwCCmA C«]EogD FrVv 
30,700 - 











INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


INDIANA 

196s | 

PAGE 6 Of Ik 


LINE 

NO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

IBM 



Suh 


9 

IE! 

\m 

■ 

1 

JASPER 

OR 


X 


Skvland Addition 

17 

- 

- 

2 

JEFFERSONVILLE 

OR 

X 

X 



21 

- 

- 

s 

JEFFERSONVILLE 

OR 


X 


Mu n. STP H 1 

2L 

- 

- 

4 

JEFFERSONVILLE 

OR 


X 


Mnn, ftTP ¥ 2 

21 

- 

- 

5 

JONESBORO 

OR 


X 



17 

- 

- 

6 

KENDALLV1LLE 

WL 


X 



32 

- 

- 

1 

K RUTLAND 

UM 

- 

1272.0-35. 7 



15 

- 

-54.7-10 

B 

KEWAMA 

on 

_ 

X 



l? 

- 

- 

9 

KHIGSFORD HEIGHTS 

UM 

- 

1272,0- 



15 

- 

110.2-4.4 

to 

KIRKLIN 

OR 


X 



17 

- 

- . 

11 

KNIG1ITSTOSN 

OR 


X 



18 

- 

- 

12 

KNOX 

UM 


1272,9- 



15 

- 

97.2-11.6 

13 

KOKOMO 

OR 


X 



17 

- 

- 

14 

ROOTS 

UM 

M 

T272, 8-82,1 



15 

“ 

-5.1 

15 

LADOGA 

OR 


X 



17 

« 

- 

1G 

LAFAYETTE 

OR 

* 

X 



17 

- 

- 

17 

LA FONTAINE 

OR 

_ 

X 



17 

- 

- 

IS 

LA ORANGB 

IfL 

_ 

X 



32 


- 

19 

LAKE COUNTY 

WL 


L.M.18.4 


Ran Aire Subd, 

32 

- 

-6.0 

20 

LAKEVILLE 

UM 

- 

T272.0-97 



15 

“ 

-58.6-9.0 

21 

LAPEL 

OR 


X 



19 

- 

- 

22 

LA PORTE 

UM 

- 

1272,9- 



15 

- 

lli.8-13 

23 

LAWRENCE 

OR 

• 

X 



19 

- 

- 

24 

A LAWRENCE BURG 

OR 


X 



21 

- 

- 

25 

LEAVENWORTH 

OR 

_ 

X [ 



21 

- 

- 

20 

LEBANON 

OR 


X 



17 

- 

- 

27 | 

LIRERTf 

OR 


X 



13 

- 

- 

2fi 

LIOONIER 

WL 


X 



32 

- 

- 

29 

LINTON 

OR 


X 



19 

~ 

- 

30 

LOOANSPORT 

OR 

„ . 

X 



17 

l- 

- 


DISCHARGE 

TO 


Ground 

(Ohio River 

|ohio Rivor 

Ohio River 

Beck Creek to 
Mlasisslnetva River 

Henderson and other Lakes 
to Rvlvan Creek 
Kent Oitoh -Montgomery 
pitch- 1 rounds River 

Little Mill Creek-Mill 
Creek-Ttonecanoe River 
Travta Ditch to 
Kankakee River 

Ditch to Sugar Creek 

Glue River- 
Driftwood River 

Yellow River 

pildaat Creek 

Kankakee River 

Iflig Raccoon Croek- 
iRacoooti Creek 

Nabaah River 
Miaaisalnewa River 
Fly Creek 

Tributary Turkey Creek 

ftiddlea Lake to 
Ye l low River 

Stony Creek 

Travis Uitoh-Long Ditch 

Lawrence Ditch- 
Fa l la Creek 

Tanners Creek 

Dry Run to Ohio River 

Prairie Creek-Sugar Creek 

Silver Creek to 
Whitewater River 
Elkhart River 

Buck, Bee Hunter and 
Black Creeks 
Iwabaeh River 


PE. (ROD) 


UN. 

TREATED 

WASTE 


D1S* 
CHARGED 
WASTE 


13 


LOOE 

0 

14,683 

14,605 


2,260E 

6,763E 

1,3002 

t.AOOE 

630d 
6 ROB 
1 ,250E 
300E 
760E 
76GE 


2,4902 

2.4’inE 

3, 4Q0E 

56,755 

14.555 

7502 

7502 

9602 

19, 825 
12.530 

7702 

7702 

1,900 

'i 5002 
' 1252 

750E 
1 750E 

1,770E |? 

19,500 

3.*no 

9,990 |7 
1445 


2 i 


14 


7,8002 

4002 

9,5002 

1,7452 

2,5952 

5,0002 

18,150 

7.800 


7 

7 

7 

7 

7 

7 ! 
7 


REMARKS 


Turned over to Municipality of 
Jef f eraonyll la. 


^Includes 2,000 Industrial Was tea • 


*5,000 from L&vrenceburg 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE: YEAR 

INDIANA 1968 PAOB 


TREATMENT FACILITIES 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 



Des’d 
Por 1 


w 2 Average 
O C DailyFlow 

> < O P>R- 
< a s (1000*5) 


TREATMENT 


MARION Grant 

Northwoods Addition 

MARKLE Huntli 


MARTINSVILLE 


MEDARYVILLE 


Huntington and 
Wells 


S l *500 2.400 ScGmCmEogDfrLa 

24.000 _ 

1 c &.000 4.500 SctOmApCmAaCraOroIlo 

50.000 2a v LoX 

1 S x 0.011 CiFtCpFo 
0.100 - 


S 0.437 1.250 GwCciD FrH EoLo 

12.500 „ 


MONTEZUMA 


Koolusko 


MICHIGAN CITY 


MIDDLETOWN 


Kosciusko 


* C 7,700 10.000 SinGmCmAaCmDfrtBoLo 

38.000 _ 

C 0,600 0.450 ScGhCiFthrCpEoLa 

3.000 * 

S x 0,180 CiFtrCpOo 

1.000 , 


MISHAWAKA 


MITCHELL 


MONROEVILLE 


Saint Joseph 


Lawrence 


l °; 910 ScQmCciAaCmEgpfrLa 

s x 0.300 ShGhClFtrCmDo 

2.750 M 

0 * °' 167 SoLGhCimEcBo 

2,000 .. 


monticello 


MONTPELIER 


Blackford 


X SoOhCm(AnCp)E DarDo 


«00RESVn,LE« 


MORGANTOWN 


S 0.400 0.500 SohQhCimFtrCpLa 
5.000 .. 


Morristown 


MOUNT VERNON 


MUNSTER 


Delaware 


Delaware 


c x 0.000 Lo 

1.000 - 

c 0.660 1.500 SraSoGaiCmEgDfrCo 

n.ooo - 

C 15.660 x ScaoiCmAaCiaDofoCBoXZcVvXd'J 

l *'**0 - None 

C t 

„ _ " S0 e Hacfimond (S. D.) 


NAPOLEON 


WAPPANEE 


Elkhart 


x Lo 
0.450 - 

None 










INVENTORY OF MUNICIPAL WASTE FACILITIES 



DRAIN. 

A<iR 

COMMUNITY. SEWER HASIN 
OR 

SANITARY DISTRICT 

INSTITUTION Mi Sub 


HE3EE3 


LOOQOOTBE 

MADISON 

■ MARION OR - 

17 - 

MARION OR - 

Northwoodg Addition 17 - 

HARKLE OR - 

17 - 

MARTINSVILLE OR - 

19 - 

MEDARYVILLB OR - 

17 - 

MENTONE OR - 

17 - 

MICHIGAN COT WL - 

32 - 

MIDDLETOWN OR - 

19 - 

MILAN OR - 

21 - 

MILFORD WL - 

32 - 

MISHAWAKA WL - 

32 - 

MITCHELL OR - 



IS 

MONON 

16 

MONROEVILLE 

17 

MONTEZUMA 

l& 

MONTICELLO 

19 

MONTPELIER 

20 | 

MOORESVILLK* 

21 

MORGANTOWN 

22 

MOROCCO 

23 

MORRISTOWN 

24 

MOUNT VERNON 

25 

UUNCIE 

26 

MUNCIE 

21 

MUNSTER 

28 

MUNSTER 

29 

NAPOLEON 

30 

MAPPANEE 


Boggs Creek 

Ohio River 

Wiasissinewa River 

Uissisa tnewa River 

Wabash River 

White River 

Big Monon Creek- 
Tlnoooanoe River 

IfeUow Creek to 
Tippecanoe River 
Trail Creek to 
Lake Michigan 

Fall Creek 

Branch of 
South Hogan Creek 
Turkey Creek 

St* Joseph River 

Hook Lick Creek, East 
Fork White Rivor 

Little Monon Creek- 
Monon Creek 

Branch Flat-Rock Creek 

Wabash Rivor 

Tippooanoe River 

Salamonle River 

East Fork of 
Whi te Lick Creek 

Indian Creek and 
Lon* Creek 

Beaver Creek 

Big Blue River to 
Driftwood River 

Mill Creek to WcFadden 
Ditch to Ohio River 
White River 


x White River 

1303* 4-22*1 Grand Caiuaet River 

-4.7 

1303.4-22.1 Little CaLumet River 
-4.7 

- Ground 

x Burlincourt Ditch to 

“ irkev Creek to Elkhart R 


M62.5- 

11.0-38.5 









INVENTORY OF MUNICIPAL WASTE FACILITIES 



COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


NASHVILLE 
NEW ALBANY 
NEWBURGH 
HEW CARLISLE 
NEW CASTLE 
NEW HARMONY 
HEW HAVEH 
NEW PALESTINE 
NEWPORT 
NEW RICHMOND 
NEW WHITELAND 
NOBLESVILLE 
NORTH JUDSON 
NORTH LIBERTY 
NORTH MANCHESTER 
NORTH SALEM 
NORTH VERNON 
NORTH WEBSTER 
OAKLAND CITY 
OLDENBURG 
OOLITIC 
ORLEANS 
OSGOOD 
OSS IAN 
OTTERBEIN 
OWENSVILLB 
OXFORD 
PALMIRA 
PAOLI 

PARKER Cm 


Floyd 

Warrick 

Saint Joseph 

Henry 

Posey 

Allen 

Hancock 

VernlUion 

Montgomery 

Johnson 

Hamilton 

Starke 

Saint Joseph 

Wabash 

Hendrioke 

Jennings 

Kosciusko 

0 lbs on 

Franklin 

Lawrence 

Orange 

Ripley 

Walla 

Benton 

Oibaon 

Benton 

Harrison 

Orange 

Randolph 


500 5 

37.800 C 
1,400 S 
1,300 S 

20,000 0 
360 x 
3,390 C 
600 C 
300 S 
100 s 

3,480 S 

7.800 C 

x C 

600 C 
4,370 0 
600 C 
4,000 0 
x C 


x 0.150 
1.200 
2.000 6.130 
50.000 


4.050 3,500 
17.500 


0.230 0.200 
4.000 
0.620E Q.QOO 
8.500 


0.760 2.000 

6.000 


3,016 

3,015 S 

X 

0.200 


- 

- 

3.420 

694 

690 S 

X 

0.060 


- 

- 

0.800 

1,140 

1,140 C 

X 


“ 

- 

- 

* 

1,659 

1,660 S 

X 

0440 



- 

2.000 

1,434 

1,430 S 

0.200 

0.235 



- 

1.500 

L, 108 

1400 c 

X 



- 

- 

- 

788 

785 C 

X 


* 

- 

- 

_ 

1,121 

1,120 C 

X 

„ ' 

“ 

- 

- 

. ' 

1,108 

1400 C 

X 


T 

- - 


_ 

470 

400 S 

X 

0,030 

0,300 

2,754 

2,750 S 

0.530 

0.525 

5.250 

1401 

1480 C 

X 







ShO CoAaCraEcgDpBo 
SmcCraE HoVvXn 
None 

ShGhCmAaCraEchDopXd 

SoApCmAaCtnDoFrBoo 

None 

SoOhClFtrCmBo 

None 

None 

None 

S a Cm A nxCna Ec gD o p 8 o 

ScCmAaCraDefLaX 

None 

None 

Nona 

None 

SohChnCfliFfchrCroDorBo 

None 

SoCmFtrCaDefrBo 

ClFtrCpBo 

None 

ShCiBo 

ShCiaiFtrCmDrBoLB 

None 

None 

None 

None 

L» 

SmQhmClFthrCpE Ls 













INVENTORY OF MUNICIPAL WASTE FACILITIES 


LI ME 
NO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

- 

- WATER- 
COURSE 
MILEAGE 

K, 

Mi 

Sul 

1 

NASHVILLE 

IU1 

m 

IB^H 




H 

- 

2 

: NEW ALBANY 



X 




H 

- 

3 

NEWBUROR 

01 

_ 

X 



2 

- 

- 

4 

WEf CARLISLE 

Ul 


r212.8- 



1! 

- 

137.6 

5 

NEff CASTLE 

OF 

_ 

X 



IE 

- 

- 

6 

HER HARMONY 

or 

_ 

X 



17 

- 

- 

7 

NEW HAVEN 

LE 

_ 

11120.5 



1 

- 


8 

HER PALESTINE 

OF 

_ 

X 



IE 

- 

- 

9 

HEIPORT 

OR 

_ 

X 



17 

- 

- 

10 

HEW RICHMOND 

OR 

_ 

X 



17 

- 

- 

11 

BE* ffllTELAND 

OR 

_ 

X 



18 

- 

- 

12 

N0BLESV1LLE 

OR 


X 



19 

- 

- 

13 

' NORTH J CDS ON 

UM 

_ 

X 



15 

- 

- 

14 

NORTH LIBERTY 

UM 


X 



,15 

- 

- 

IS 

NORTH MANCHESTER 

OR 

- 

X 



17 

- 

- 

l£ | 

NORTH SALEM 

on 

_ 

X 



19 

~ 

- 

17 

NORTH VERNON 

OR 


X 



10 

- 

- 

18 

NORTH WEBSTER 

WL 


X 



32 

- 


19 

OAKLAND CITY 

OR 


X 



17 

- 


2ft 

OLDENBURG 

OR 


X 



13 

- 

- 

2 L 

OOLITIC 

OR 

_ 

X 



13 

- 

- 

22 

ORLEANS 

OR 

_ 

X 



la 

- 

- 

23 

OSGOOD 

OR 


X 



21 

- 

- 

24 

OSS IAN 

OR 

_ 

X 



17 

- 

- 

2S 

OTTERDEm 

OR 


X 



17 

• 


2<S 

0NEN5VILL5 

PR 


X 



17 

- . 

- 

27 

OXFORD 

OR 


X 



17 

- 

- 

28 

PAL1IYRA 

OR 

21 

- 

“ 

V> 

MOM 

m 


X 



18 

- 

. 

30 j 

PARKER CITY i 

OR 

_ 

X 



19 

- 



STATE 

YEAR 

-pm 

INDIANA 

1962 

PAtii- S of 14 


DISCHARGE 

ro 


12 


Salt Creek 
Ohio River 
Ohio River 

Ditch to Kankakee River 

Bis Blue River to 
Drlftvood River 

Wabash River 

Maumee River 

Sugar Creek to 
Driftwood River 
Wabash River 

Worth Fork of Coal Creek 
| to Coal Creek 

Brassy Creek to Youngs 
Creek to Su^nr Creek* 

White River 
Pine Creek 
Potato Creek 
Eel River 

East Fork of Dig Walnut 
Creek to Eel River 

North Fork of Vernon 
Fork to Mueoatatuck River 


RE. (ROl>> 


UN- 

TREATED 

WASTE 


DIS. 

CHARGED 

WASTE 


Shy Ditch to South Fork 

3,0155 

of Patoka River 

X 

Harper Branch to 

690C 

Salt Creak 

X 

Sait Creek 

ra ca 
0 c 

Sin Hole, Lost River 

1 , 6605 

Branch to Laughery Creek 

1.430E 

X 

eight Mile Creek to 

1, LODE 

Little Wabash River 

1 . IOOE 

Holder Ditch to 

7835 

Little Pine Creek 

7055 

Black River 

1 » tSOB 
l.UOE 

Dredge Ditch to 

1,1005 

ninr Pine Creek 

1.IOOG 

Sink hole 

4005 

0 

Llok Creek to 

2,750E 

X 

Lost River 

Parker Ditch j 

1 * laoE 

i. t ROE 


5005 

37,C00E 

MOOS 

1.4005 

1,3005 
3QQS 
21,205 
? . '>70 
360E 
360E 

3,390G 

6005 

6005 

30OB 

300E 

100E 

10OE 

3,4005 

3,3005 

ieoE 


600E 

6005 

4,37GE 
4. ’*700 

6005 

6005 

4,0005 


REMARKS 


*to Driftwood River* 


75 





INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMI INITY.Sf WP.R 




OR 

roi !N1TY 

I960 

Estimated 

SANITARY DISTRICT 


PopuLiinn 

Pnpulatinn 

INSTITUTION 


Served 

1 

> 

\ 

4 

PENDLETON 

Madison 

2,472 

2,470 

PERU 

Miami 

14,452 

14,450 

PETERSBURG 

Pike 

2,939 

3,000 

PIERCETON 

Kosciusko 

1,186 

1,185 

PLAINFIELD 

Hendricks 

5,46C 

5,460 

PLYMOUTH 

Marshall 

7,556 

7,550 

PORTAGE 

Robblmfood Subd. 

Porter 

11,822 

3,700 

PORTAGE 

Porter 



South Haven Subd. 

X 

210 

PORTER 

Porter 

8,189 

1,200 

PORTLAND 

Jay 

6,999 

7,000 

PRINCETON 

Gibson 

7,906 

7,300 

REDKET 

Jay 

1,746 

1,700 

REMINGTON 

Jaspor 

1,207 

1,800 

RENSSELAER 

Jasper 

4,740 

4,740 

RICHMOND 

#ayne 

44,149 

42,000 C 

RIDGEVILLE 

Randolph \ 

i 

- 

V50 | 

950 C 

RISING SUN 

Ohio 

** t 

2,230 

2,230 C 

ROACHDALB 

Putnam 

927 

920 C 

EOANN 

ffabaah 

478 

475 C 

ROANCXE 1 

Huntington 

935 

930 C 

ROCHESTER j 

Pulton 

4,883 

4.8B0 $ 

ROCKPORT j 

Bpencer 

2,474 

2,470 C 

ROCKVILLE 1 

Parke 

2,756 

2,750 S 

ROSSVILLB { 

Clinton 

831 

830 C 

ROYAL CENTER C 

’ 0 S 3 


*■ 


966 

960 C 

RUSHVILIE f 

lush 

7,264 

7,260 C 

SALEM g 

Washington 

4,546 

4,540 S 

SCHERERVILLE j 

,ake 

2,875 

1,250 C 

SCOTTSBURO c 

loott 

3,810 

3,810 C 

SELLER3BUR0 G 

lark 


. - 



i 

N 

O' 

'J 

-O 

2,670 S 


STATE! 

YEAR 


INDIANA 

1962 

pac;e 9 0 


£ § o 
<cs 


Ow'd 

Pur 


Average 
[Daily Fliv.v 

mc;d 


p.e. 

rujoo's'i 


TREATMENT FACILITIES 


TREATMENT 


x 

2.030 

0.410 

x 

0.340 


0.210 

J4.000* 

3.450 

16,000 

0.450 

4.500 

0.220 

x 

0.500 

5.000 


x 

x 

0.860 

x 


7.800 

x 

0.600 

x 

X 

X 

X 

X 

0,200 

X 

X 


0.038 

0.370 

0.2U 

x 


1.700 

x 

1. 000 
10.000 


n.ooo 

,60.000 


0.360 

3.600 


1.000 

[10.960 


0.300 

2.700 


0.650 

0,900 

- 

7,000 

0.400 

0.400 

- 

a, 000 

X 

_ 

- 

- 

X 

0.400 

- 

5.000 

X 

0.250 

- 

3.5001 


SoSfCra(AmCp)EogDfrflo 
ScEgGmCmAaCmDrsBo 
SoGhCmCiFoDrBo 
SoCiFthCroEegBo 
ScCmAaCmDf pBoLs 
None 
SAC 

0 ShC AmC D 
Nona 

ShOhCroFthCmE D Bo 

ShCniFtrCfnDcrBo 

Nono 

Nona 

None 

ScmOwCmAaCmDofrBoX 

Nono 

ShOtnCi 

None 

Nono 

None 

OhScCmFthCinE D ‘Bo 
None 

SoOhCiFtrCmEsBo 

None 

None 

ShQhSoCmAaCinDfrhraBo 
ShQhCpFtrhCpE DraDo 
None 

ShCpFthCpD Bo 
ShClBo 


76 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


EfNE 

NO 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN 

AGE 

HASIN 


PENDLETON 

PERU 

PETERSBURG 

PIERCETON 



PLAINFIELD 

or 






6 

PLYMOUTH 

UM 




15 


7 

PORTAGE 

WL 



Robbinwood Subd, 

32 


8 

PORTAGE 

WL 



South Haven Subd, 

32 


9 

PORTER 

WL 




32 


£0 

PORTLAND 

OR 




17 

- 

II 

PRINCETON 

OR 

_ 



21 

- 

12 

REDKEr 

on 

„ 



17 

- 

13 

REMINGTON 

UM 




15 

- 

14 

RENSSELAER 

UM 




15 

- 

IS 

RICHMOND 

on 




13 

- 

16 

RIDGEYILLE 

OR 




17 

- 

17 

RISING SUN 

on 

„ 



21 

- 

18 

ROACH DALE 

OR 




17 

- 

19 

ROAM 

OR 

_ 



17 

- 

20 

ROANOKE 

on 

_ 



17 

- 

21 

ROCHESTER 

OR 

_ 



17 


22 

ROCKPORT 

OR 




21 

- 

23 

ROCKVILLE 

OR 

_ 



17 

- 

21 

ROSSVILLE 

OR 




17 

- 

23 

ROYAL CENTER 

OR 

_ 



17 


20 

RUSHVILLE 

DR 

_ 



18 

- 

27 

SALEM 

OR 




21 


28 

SCHERERVILLE 

uw 




13 

- 

29 

5COTTS0URO ( 

)R 




LB 

- 

3° | 

3ELLERSDURQ < 

3R 

_ 

11 


31 

- 


Maj 

Min 


Sub 


Ufa 


WATER - 
COURSE 
MILEAGE 


x 

X 

X 

X 

X 

1272*0-97.2 
-42,3 

1.3- L, 3-2,0 

1.3- 1. 3-5 

1. 3- 6.0 
lx 

X 


1272,3-35.7 

-73.1-10,4 


1303,4-6,3 
-6.3-5, 3 


STATE 

YI-AR 



INDIANA 

1962 

| PAGE 

9 of 14 


DISCHARGE 

TO 


12 


Fall Creek 

Wabash River 

White River 

Deeds Creek to 
TioDocanoo River 

White Lick Creek 

Yellow River 

Salt Crook to 
Burns Ditch 

Sait Creek to 
Burns Ditch 

Little Calumet Rivor 


Saiamonio River 

Richland Creek to 
Pigeon Creek 

Halfway Creek to 
Mi33i33inerra River 

Carpenter Creek to 
IroniTOis Rivor 
Iroquois River 

East Fork of 
Whitewater River 

Miaaissinewa River 
Ohio River 

Henry Creek, Dig Raccoon 
Creek to Raccoon Creek 
EeL Rivor 

Littio Wabash River 

WILL Creek to 
TloDGoanoe Rivor 

Dhto River 

flilliaroa Creek to 
•ittle Raccoon Creek* 

Campbells Creek, Middle 
Crook and South Fork of* 
Korno Creek to 
Tippocanoo River 

Flatrock Crock 

Blue River 

Cady Harsh Ditch to 
Little Calumet River 

Jtuokor Creek to East 
?ork Muacatntuck Rivor 
Silver Creek 


P.E. (BOD! 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


13 


2,400E 
300E 
9,250 
I .OQ5 

3,OOOE| 

1, 1Q5E 

5,460E 

7 , 55QE 
7. W1E 


1 1 200E 

1.200B 

7 ,000E 

7,3O0E 


REMARKS 


U 


920E 

020B 

475B 

4755 

930E 

Q3DE 

4 , OQOJG 

2, 470E 
®.47rtB 

2, 750E \f 


G30E 

B30E 


2,3Q5 

220 

1,430 

390 


l , 700E 
1 . 7O0E 

1,2005 |0 
1 .^nriE 
4,7405 
4.740E 

70,795 
5-P4 0 

950E 

0505 

2,2305 


1,2505 

1 .noOE 

3, 810E b 
2,670E 7 


*Inaludea 2,000 Industrial wastes. 


*and Raccoon Creek. 
Wildcat Creek. 


77 










INVENTORY OF MUNICIPAL WASTE FACILITIES 


SOUTH IHITLEY 


SPEEDIAY 



SPfUNO GROVE 


SULLIVAN 


SUMHITVILLB 


Kosciusko 


TELL CITY 


TERRE HAUTE 


THORN TO IN 


UNION CITY 


VALPARAISO 
VAN SUREN 


VEEDERSBURO 


La Grange 
Randolph 


Fountain 


Nanning* 


It 7^0 8 x 

460 C x 
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STATE 

YEAR 


INDIANA 

1962 

PAGE 10 Of Ik 


COMMUNITY, skwr 
OR 

DRAIN- 

AGE 



PE. OiOD) 

*E 

U 


on 


WATER- 

DISCHARGE 

UN- 

2 






SANITAR Y HJISTRIc-t 
INSTITUTION 

Maj 

Min 


COURSE 

MILEAGE 

TO 

TREATED 

WASTE 

.ii 

REMARKS 

Sub, 


DIS* 

ji 






CHARGED 



— - ___ 





WASTE 



9 

m 

Tin 

11 

12 

\?> ! 

EH 

IS 

sEVwoun 









X 

East Fork of 

11 , 600 E 

7 


SEYMUR 

Freeman Fiot<f*e 

18 

- 

- 

White River 

x 



OR 

18 

- 

X 

Neddy Run Ditch East Fork 
of White River 

2 , QOOE 
X 

7 

♦Airport and Housing. 

! 3IIELDURN 

Of 

- 

X 

Morrison Creek to 

1.300E 

0 



LI 



Rusaeron Creek 

1.300E 



QHtll.DYVILt.EJ 

OR 

- 

X 

Big Blue River to 

7,020 

7 


8HBIUDAM 

18 

- 

- 

Driftwood River 

5>. . MRS 

- 


OR 


X 

Little Cicero Creek to 

2# 1650 

7 


SHMLEY 

19 


- 

Cioero Creek 

X 



OR 


X 

Six Mile Creek, Dig Blue 

1 ,Q30E 

0 


SHOALS 

18 

- 

- 

River to Driftwood River 

1 . 



OR 

- 

X 

East Fork of White River 

l,020E 

0 



17 

- ■ 

- 


1-020E 

„ 


SILVER LAKE 

OR 

- 

X 

Silver Creek to 

225B 

0 



17 

• 

- 

Eel River 

225E 

_ 


SOUTH BEND 

WL 

- 

X 

Saint Joseph River 

165,000 

7 



32 

- 

- 


11.100 

- 


SOUTH WHITLEY 

OR 

- 

X 

Eel River 

l, 320E 

0 



17 

- 

- 


K3Z0E 

_ 


8PEEDWAY 

on 

- 

X 

Big Eagle Creek 

5,365 

7 



19 

- 

- 


1,800 

- 


SPENCER 

OR 

- 

X 

White River 

2 , 550E 

7 



19 

- 

- 


X 



SPICELAMD 

OR 

- 

X 

Buck Creek to Big Blue 

C60E 

0 



18 

- 

- 

River to Driftwood River 

SLOB 



SPRING 0 ROVE 

OR 

- 

X 

East Fork of Whitewater 

470EJ 

0 



13 

- 

- 

River 

4 70E 

- 


SULLIVAN 

OR 

- 

X 

Buck Creek to 

4,975E 

2 



17 

- 

- 

Buaseron Creek 

X 

- 


QUIUUTVILLB 

OR 

- 

X 

Mud Creek to Pipe Creek 

i f 045E 

0 



19 

- 

“ 


1.P45E 

- 


mm 

OR 

- 

X 

Ground 

440 

X 



18 

- 

- 


0 

- 


8IAYZEE 

OR 

- 

X 

Big Pipe River 

86QE 

0 



17 

- 

- 


860E 

- 


SYRACUSE 

»L 

- 

X 

Turkey Creek to 

1, 590E 

0 



32 

- 

- 

Elkhart River 

1. SQOE 

- 


TELL C ITT 


- 

X 

Ohio River 

6, 600E 

7 




- 

- 


X 

- 


TERRE 11AUTB 

OR 


X 

Wabash River 

200.000E 

0 



17 

- 

- 


200.000E 

- 


TH0RRTO1I.N 

OR 

- 

X 

Sugar Creek 

1 # 4B0E 

7 



17 

- 

- 


100E 

- 


TIPTON 

OR 


X 

Cloaro Creek 

5 , 600 

7 



17 

- i 

- 


X 

- 


TOPEKA 

VL 

- 

X 

Little Elkhart River 

600 E 

0 



32 

- 

- . 


6Q0E 

- 


UNION CITY 

OR 

- 

X 

Little Mlssiaslti-ewa River 

4.040E 

7 



17 

- 

- 

to Misslssinewa River 

X 

~ 


UPLAND 

OR 

- 

X 

Steep Hollow Creek to 

2.000E 

0 



17 

- 

- 

Ml nslasf newa River 

2 . 

- 


VAIPAItAISO 

tfL 

- 

L, Ml. 3-1. 3 

Salt Creek to 

11,600 

i 


32 

- 

“16.5 

Little Calumet River 

500 

- 


VAN BI/REN 

OR 

- 

X 

Black Creek to 

925E 

0 


17 

- 

- 

Sa lamonle River 




VEBDEJtSBURO 

OR 

- 

X 

North Fork of Coal Creek 

l , 760E 

0 


17 

- 

- 


1 . 760E 

- 


VERNON 

OR 

- 

X 

North Fork of 

4 60S 

0 

♦to Union Fork of Musoatatuok River. 

18 

- 

- 

Mueoatatuck River* 

460S 

“ 

1 - 


79 












INVENTORY OF MUNICIPAL WASTE FACILITIES 








im 

COMMUNITY, SEWER 





u ^ 

For 







OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

i960 

Population 

Estimated 

Population 

Served 

> 

c 

- o E 

Average 

DailyFIow 

MCpD 




Q 

ti 

g it 

P.E. 







(1000’s) 

1 

2 

3 

A 


6 

7 

VERSAILLES 

Ripley 

1,158 

1,150 

s 

2.50C 

0.100 



- 

- 

- 

- 

1.000 

VEVAY 

S»it 2 erland 

1,503 

1,500 

3 

X 

0.120 



- 

- 

- 

- 

1.500 

VINCENNES 

Knox 

18,046 

n 

S 

1.340 

4.000 



- 

- 

- 

- 

30.000 

WABASH 

Wabash 

12,621 

12,600 

c 

1.750E 

2.750 



- 

- 

- 

- 

16.0^0 

IAKARUSA 

Elkhart 

1,145 

1,140 

2 

X 

- 

IALKERTON 

Saint Joseph 

2,440 

2,040 

C 

X 


WALTON 

Cass 

1,079 

1,075 

c 

X 

- 

WARREN 

Huntington 

1,241 

1,240 

c 

X 

- 

WARSAW 

Kisclusko 

7,234 

7,230 

s 

X 

1 .000 



- 

- 

- 

- 

10.000 

WASHINGTON 

Daviess 

10,846 

10,9BO 

c 

1.460 

1.700 

WATERLOO 

Fayette 

1,432 

1,400 

3 

X 

17.000 

0.175 



- 

- 

- 

- 

1.750 

WEST BADEN 

Orange 

879 

875 

s 

X 


fESTCTELD 

Hamilton 

1,217 

1,210 

c 

X 


WEST LAFAYETTE 

Tippecanoe 

12,680 

28,440 

c 

3.450 

5.000 

WEST LEBANON 


- 

- 

» 


35.000 

Warren 

720 

720 

c 

X 


WESTVTLLE 

La Porte 

789 

780 

X 

X 

0,105 

IRITIHO 

Lake 

8,137 

(8,135) 

G 

X 

1,500 

WILLIAMSPORT 

Warren 

1,353 

1,300 

C 

X 

X 

WINAUAC 

Pulaski 

2,375 

2,370 

S 

X 

X 

0.344 

WINCHESTER 

Randolph 

5,742 

5,740 

s 

X l 

4.130 

0.8BO 

WINDFALL CUT 


~ 

- 

- 

- 

6,750 

Tipton 

1,135 

1,130 

3 

X 


WINONA LAKE 

Kosciusko 

1,928 

1,920 

s 

X 

0.250 

WINSLOW 

Pike 

1,089 

1,080 

c 

X 

4,000 

WOLCOTT 

White 

877 

870 

c 

X 

“ 

WORTH IHGT0N 

Greene 

1,635 

1,630 i 

c 

X 

" 

YORKTOWN 

Delaware 

1,137 

1,130 

c 

X 

0.370 

ZIONSVILLE 

Boone 


** 

- 

- 

3.040 


1 , 822 

1,620 l 


EifTTo 

0.250 

ANDERSON 

Madison 


— 


Hi 

2.500 

T. B* Hospital 


"* \ 

] 

\ m 

X 

BATTLE GROUND 

Tippecanoe 


" 

11 

■ 

0.050 

Methodist Assembly 


165 l 


w 

X 

BRIDGEPORT 

Hendrloka 




ill 

X 

Trailer City 

- 

HI 

11 

1 

0.025 

0.650 


■ 




1 



TREATMENT FACILITIES 


TREATMENT 


UNI 

NO. 


SchCmFtrCtnEgDopDo 

Cl 

SoOfflCmEcgDrQo 

ScGmCmAaCpDrLs 

None 

None 

None 

None 

SaMnCmAaCmEgDfrBo 

SoGmCmK FthCmEogDf rBo 

SoGhAeCraH 

Hone 

None 

SohGmCraEogDrf Vo 
None 

SomGhCiAmCtnEoB 
See Hammond (S. D.) 

Ci 

GhSoCmEgDfr 

ScGmCiFthCmEoBo 

None 

ScOhCpFtrhCpEgD Bo 


GhSoCraEcDrBo 


80 


I 

i 

A 

3 

6 

7 

ft 

9 

10 

II 

II 

II 

H 

U 

J6 

IT 

18 

J9 

20 

n 

21 

n 

u 

i\ 

26 

V 

1ft 

19 

JO 
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LINE 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

OK AIN- 
Adi: 
JlASlN 

WATER- 

COURSE 

MILEAGE 

Maj. 

Min. 

Sub 


9 

To 

mn 

U 

1 

VERSAILLES 

OR 

_ 

X 



21 

- 

_ 

2 

vevay 

OR 


X 



21 

- 

- 

3 

VINCENNES 

OR; 


X 



i?! 

- 

- 

■i 

WABASH 

OR! 

_ 

X 



17 

- 

- 

5 

WAKARUSA 

WL 

_ 

X 



32 

- 

- 

6 

WALKERTON 

UM 

_ 

1272.8-132 



15 

- 

- 

7 

WALTON 

OR 

_ 

X 



17 

- 

- 

a 

WARREN 

OR 


X 



17 

- 

- 

0 

WARSAW 

OR 


X 



17 

- 

- 

to 

WASH I NOTON 

on 

_ 

X 



19 

- 

- 

11 

WATERLOO 

LG 

- 

M 120* l-l 1 .1 



1 

- 

-27.4 

12 

WEST BADEN 

OR 

_ 

X 



10 

- 

- 

13 

WESTFIELD 

OR 

_ 

X 



! 19 

- 

- 

14 

WEST LAFAYETTE 

OR 

.. 

!x 



17 

- 

- 

15 

'WEST LEBANON 

OR 

L 

X 



17 

- 

- 

16 

WESTVtLLE 

UM 


1272.8- 



15 

> 

83.1-23.8 

17 

WHITING 

UM 

- 

1303.4- 



13 

- 

22.1-4.7 

18 

WILLIAU3P0RT 

OR 

L 

X 



17 

- 

- 

19 

VltMUAQ 

OR 

_ 

!x 



17 

- 

> 

20 

WINCHESTER 

OR 

_ 

IX 



19 

- 

r 

21 . 

WINDFALL CITY 

OR 

_ 

X 



17 

- 


2i 

WINONA LAKE 

OR 


X 



17 

- 

- 

23 

WTNSLOW 

OR 

L 

X 



17 


- 

24 

WOLCOTT 

OR 


X 



17 

- 

- 

25 

WORTHINGTON 

OR 

_ 

X 



19 

- 

- 

26 

YORKTOWN 

OR 

- 

X 



19 

- 

- 

27 

ZIONSVrLLE 

OR 


X 



19 

- 

- 

28 

ANDERSON 

OR 


X 


T ► B. Hob pita l 

19 

- 

- 

29 

BATTLE OROUND 

OR 

- 

X 


Methodist Assembly 

17 

- 

- 

30 

BRIDGEPORT 

OR 

- . 

X 


Trailer City 

21 

- 

- 


STATE 

YEAR 


INDIANA 
r ■ - r— i 

1962 

PA(SE n of 14 


DISCHARGE 

TO 


P.li. (BOD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


REMARKS 


12 


13 


14 


Laughory Creek 

Ohio River 

[Wabash River 

Wabash River 

Little Bango Creek to 
Rarmo Creek 

[Fine Creek to 
Kankakee River 

Rook Creek 

Salamonis River 

Walnut Creek to 
TtrmRoanoo River 

Hawkins Creek 

Cedar Creek to 
Saint Joaenh River 

French Lick Creek to 
Lost River 

Cool Creek 

Wabash River 

Dry Branch 

Forbe3 hitch to 
Crooked Creek 
|Qrand Calumet River 

Fail Branch 

Tippecanoe River 

White River 

Turkey Creek to Mud Creek 
to Wildcat Creek 
Winona Lake to Walnut 
Creek to Tippecanoe River 

Patoka River 

( LIttle Monon Creek to 
Riff- Monon Creek to* 

[White River 

White River 

Big EagLe Creek 

[White River 

Land 

County Drain 


1 i 1 50E 

1 t 500E 

9,970 

7.5110 

12, 600E 

M40E 
1 . i onE 

2,040E 
2. r>4 ng 

1 ,Q75E 
1.075B 

1.2405 

1.2405 

7,230E 

2,560 

i , 400E 

875E 

875E 

1,310E 

1 .910R 

17.220 

10. 220 

720G 

720E 

7 GOE 


1»300E 

2.370E 

5,740E 

1, 130E 

i.noE 

1 , 920E 

1 ,OQOE 
l.OflOB 

070E 

870E 

1 , 630E 
1.630E 
l, 130E 

1 , 8205 

50E 

165E 


*Tippecanoe River. 


81 














INVENTORY 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


BRIGHTON Lagrange 

Toll Road Serv. Area 
80TLERVILLB Jonninga 

Muacatatuck St. Sch. 

CLERMOirr Marion 

Ayara Trailer Park 

CLERMONT Marlon 

State Qlrla School 

CLOVERDALE Putnam 

Caglea llttl St. Pk. 

CROIS POINT Lake 

Parromora Hospital* 

DONALDSON Marshall 

Convent 11 

DUNLAP Elkhart 

Concord T»p. School 

ora uke 

Nt. Mercy Sanltorluo 

FAIRMONT Orant 

Wesleyan Met. Camp 

FLOflA Carroll 

Carroll Co. School 

FORT MAINE Allen 

Allen Co. Infirmary 

FORTIATNE Allen 

Children 3 Rone 

* F0RT Alien 

Irene Byron San. 

FREMCNT Steuben 

Toll Rd. Serv. Area 
NIOHLAND Lak8 

Melody L. Trailer Pk 

INDIANAPOLIS Marlon 

Alllsonvllle School 
INDIANAPOLIS Marlon 

Crooked Creek School 

INDIANAPOLIS* Marion 

INDIANAPOLIS Marlon 

Franklin Top. School 

INDIANAPOLIS Marlon 

OlrU School 

INDIANAPOLIS Marlon 

Orasay Cr. Elan. Sch 

™ D »« p 0“8 Narlon 

Highland Oolf and* 

INDIANAPOLIS Marlon 

School for Blind 

INDIANAPOLIS Marlon 

Julietta* 

INDIANAPOLIS* Marlon 

Marlon 
Mtrlon 
Marlon 
Marlon 



rNDIANAPOLIS 
Nora Plata Shop. Con 
INDIANAPOLIS 
Orchard School 

indmmafous 

Pika Twp. School 
INDIAwpoilS ; 
Spring NtU school 


OF MUNICIPAL WASTE FACILITIES 


STATE YEAR 

INDIANA 196a | PAGE 12 


TREATMENT FACILITIES 


TREATMENT 


x * x 0.125 SoStO CoFthCraFflOfrEgXd 

3.100 - 

2»200 3 x 0.600 SoCmAaCmEcgDopBo 

x S x 0.070 CsAaCp 


400 

400 S x 

0.070 

•* 

- 

0.700 

150 

150 S X 

0.015 

“ 

- 

0.150 

300 

300 x x 

0.100 

~ 

- 

X 

200 

200 S 0.026 

0.040 

" 

- 

0,400 

1,500 

1»500 x x 

0.045 


- 

X* 

200 

200 S x 

0.020 


0.200 « 

If 000 S X 0.030 Sh(AaCp)Bo 

800 * * 0-024 SoAaCmFr 

“ X* 


(300) 8 x - gea Fort 

.... " " * rfln ® Byron Snnitorlura 

w * See Fort tfayne 

l 500 q J ~ lwn ® B y ron Sanatorium 

l»500 S x 0.300 S ClFtrCtnFaDo 

~ 1.500 

- - - 3] too S0St0 CmFthCnEgDfrXd 

400 * X 0.030 8 A c 

■ “ - X 

f t X 2’?°® SoAaCpFa 

* ' 0.360 „ 

. 70 3 X 0.007 Aa(Jn 

0.070 _ 

* & x 0,015 SoAaCmFa 

0,500 , 

* x x 0.015 ScAaC fr 

- 600 - - S.’SS f^CpBBo 


* s x 

X X X 

200 3 x 


0-OU SoAaCmFa 
° 0 f° SeAaCm 


800 - - O.Z f^OmSBn 


- - ?.1oo A " CpFs 

- : iz r* 

! * ?•?” SoAaC.Fr 

" 1,150 „ 

8 * 0.015 SoAaCoFr 

0.500, - 









INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


YEAR 


INDIANA 


LINE 

NO. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

BASIN 

WATER* 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (BOD) 

Pollution 

Abatcmcnr Needs 


Sub, 

UN- 

TREATED 

WASTE 

DIS- 

CHARGED 

WASTE 


9 


Ton 

11 

12 

13 

kei 

1 

BRIGHTON 


- 

X 

Ditch to Fawn River 


El 


Toll Road Serv. Area 


- 

- 




2 

BUTLERVfLLE 


- 

* 

North Fork of 

ft. ?rvnrr 

7 


Uueoatatuck St. Sob. 

10 

- 


Muscat a tuck River 

X 


5 

Cl ERHONT 

OR 

- 

X 

Big Eagle Creek 

X 

7 


Ay era Trailer Park 

19 

- 

- 


X 


4 

CLERMONT 

OR 

- 

X 

Big Eagle Creek 

400E 

7 


State Girls School 

19 

- 

- 


X 


5 

CLOVER DATE 

OR 

- 

X 

Cataract Lake 

JC 

7 


Cagles ULll St. Pk. 

19 

- 



X 


6 

CROWN POINT 

WL 

- 

37.6 

Deep River 

300E 

7 


Parramore Hospital* 

32 

- 

- 


75E 


7 

DONALDSON 

UU 

- 

- 

Lake Gilbert 

200 

7 


Convent* 

15 

- 

- 


3 


8 

DUNLAP 

WL 

- 

X 

Yellow Creek to 

x 

7 


Concord Twp. School 

32 

- 

- 

Saint Joseph River 

X 


9 

DYER 

UU 

- 

1303,4-16.3 

Hart Ditch to 

200 c 

7 


Ufe, Maroy SnnLtorium 

13 

- 

-16.3-5.7 

Little Calumet River 

50E 


10 

FA IRKONT 

OR 

- 

X 

3ack Creek to 

c 

j 


Wesleyan Nath, Camp 

17 

- 

“ 

^lsslseinewa River 

c 


U 

FLORA 

OR 

- 

X 

Bachelor Creak 


7 


Carroll Co. School 

17 

- 

- 


X 


12 

FORT »A7NE 

OR 

- 


Gel lor Ditch to Eel River 




Allen Co. Infirmary 

17 

- 

- 




13 

FORT TAYNE 

OR 

- 

- 

Seller Ditch to Eel River 




Children's Home 

17 

- 

- 


„ 


14 

* FORT WAYNE 

OR 

- 

X 

Geiler Ditch to Eel River 

l,500E 

7 


Iren© Byron San, 

17 

- 

- 


X 


15 

FREMCNT 

Wl. 

- 

X 

Ditch to Marsh Lake 

< 

7 


Toll Rd, Berv, Area 

32 

- 

- 


K 


16 

HIGHLAND 

UU 

- 

1303.4-16,3 

Cady Marsh Ditch 

4G0E 

7 


Melody L. Trailer Pk 

13 

- 

21 . 4 


130E 


17 

rNDTANAPOUS 

OR 

- 

X 

White River 

x 

7 


AlllsonvIUo School 

19 

- 

- 


X 


18 

INDIANAPOLIS 

OR 

_ 

X 

Crooked Creek 

X 

7 


Crooked Creek School 

19 

- 

- 


X 


19 

INDIANAPOLIS* 

OR 

- 

X 

Buck Creak 

X 

7 



19 

« 

r 


X 


20 

INDIANAPOLIS 

OR 


X 

Branch of Buck Creek 

X 

7 


Franklin Twp, School 

19 

- 

- 


X 


21 

INDIANAPOLIS 

OR 


X 

Big Eagle Creek 

X 

7 


Girls School 

19 

- 

- 


X 


22 

INDIANAPOLIS 

OR 


X 

.Buck Creek 

X 

7 


Grassy Cr, Elem. Sch 

19 

~ 

- 


X 


23 

INDIANAPOLIS 

OR 

_ 

X 

White River 

X 

7 


Highland Golf and* 

19 

i_ 



E 


24 

IND IANAPOLrS 

OR 

_ 

X 

Williams Creek 

200 E 

7 


School for Blind 

19 

- 

- 

1 

E 


23 

INDIANAPOLIS 

OR 


X 

Buok Creek 

80023 

7 


Julietta* 

19 

- 

- 


X 


26 

INDIANAPOLIS* 

OR 

M 

X 

Little White Lick Creek 

X 

7 



19 

I- 

- 


X 

- 

27 

INDIANAPOLIS 

OR 

- 

X . 

White River 

X 

7 


Nora Plaza Sbop.Cen. 

19 

- 

- 


X 

- 

29 

INDIANAPOLIS 

OR 


X 

White River 

X 

7 


Orchard School 

19 


- 


X 


29 

INDIANAPOLIS 

PR 


X 

Ragle Creek 

X 

7 


Pika Twp. School 

19 

- 

- 


X 

- 

30 

INDIANAPOLIS 

OR 

- 

X 

Williams Creak 

c 

7 


1962 


PAGE 


12 Of 14 


REMARKS 


15 


•Lake County Convalescent Homo. 
*Ancilla Domini, 

*1,500 students. 


*800 students. 


•Franklin Central High School. 
*500 etudents* 


•Country Club. 

•Hons for the Aged 

•Mary McClelland Elementary School, 


















INVENTORY OF MUNICIPAL WASTE FACILITIES 

[state 


COM MU MIT V 7 SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


INDIANAPOLIS 
North Central II. Sch 
INDIANAPOLIS 
Waah. Twp. Grade Sch, 
INDIANAPOLIS 
Vientiane Jr. II. Sch 
JASONV ILLS 
Shakatnak Park 
JULIETTA 

Marion Co. Hospital 
KN IGHTSTOIN 
Sands Orphan Homo 
LA PAYETTE 
Rosa Sanatorium 
LAFAYETTE 

State Soldiers Home 
LINCOLN dTY 
State Park 

L03AMP0RT 
State Hospital 
MADISON 

State Hospital 
MARION 

Nas arena Camp 
NEROM 

Heroin Institute 
MITCHELL 

Serin* Mill State Pk 
MONO IE 

Northwest Elen. Sch. 
NASHVILLE I 

State pork 

NORTH WEBSTER | 

Epworth Forest* 
OAKLANDON { 

Marion Co. T»B, Hosp 
OGDEN DUNES f 

Dunes Stats Park 
PENDLETON U 

State Reformatory 

PLAINFIELD } 

State Soya School 
PORTAGE F 

Toll Rd. Serv, Area 
PUTNAMVILLE F 

State Farm 

RICHMOND 1 

Smlth-Eateb Hospital 
ROCKVTLLE F 

State Sanatorium 
ROLL IWO PRAIRIE l 

Toll Rd. Serv. Area 
ROME CITY n 

Knelpp Spring San. 
SAINT MARYS V 

St. Marva of the* 

SAINT MEINRAD ABBEY S 

SAN PIERRE S 

Calvarv Hospital 



Marion 

h 

Marion 

Marion 

Creena 

Marion 

Henry 

Tippeoanoe 

Tippecanoe 

Spencer 

Cass 

Jefferson 

Grant 

Kosciusko 

Lawrence 

Delaware 

Brown 

Kosciusko 

Marlon 

Porter 

Madison 


1 INDIANA 
r Des'd ' 

w 2 Average 
0 ^ Daily Flow 

£ h - mgd 

U H ^ _ _ 

> < O P.E. 

<05 J 1000’s) 


— - I 19 & IPAGE 11 of 1 

TREATMENT FACILITIES \ 


TREATMENT 


500 3 
2,400 3 
2 t 200 S 


Hendriqka 

500 

600 

Porter 

„ 

X 


- 


Putnam 

1*300 

1*300 

Fayna 

- 

100 

Parke 

200 

375 

La Ports 


X 


~ 


Noble 


X 


- 


Vigo 

X 

X 

Spencer 

500 

500 

Stark 

100 

100 


0.063 ScAaCoFs 

2.100 ~ 

0*007 ScAaCmFT 

x# 

0.030 ScAaCcnFs 

l .000 _ 

o.too 8 oC P< AbC P> d P 8 ° 

0.060 SoCmAmCraE D Bo 

0.600 _ 

?*200 SoCra f flmC P) D PoBo 


0.100 0.170 ScCmDfrEogBc 

x 0.050 CiFtrCmBo 

0.500 . 

x 0.370 SoCmFtrCmEgDfgBo 

3.000 _ 

0.240 0.400 Sc(CmDctnp) EcgXdBo 
4,300 - 

x 0.030 ClAaCp 

0.200 « 

x 0.012 CsIu 

0.200 . 

! SlaSO SaCp(A®CpJDpBo 

X 0*010 SoAaCmFr 


°’ 160 CfnFtCmE D Bo 
2 . 000 _ 

: 0.086 CiFtrE 
0,340 _ 

x Csl 
x 

0-500 ShCiFtnCmHBo 
x 

0*150 SoOaCiFtrCmBoEoh 

0,775 .. 

3’ioo S ° t0 CmFthCaE s Df rXd 

0*200 CiFtnCpBo 

2.000 - 

0*008 SoAaFs 
x 

0*150 ScCm(AmCp)DpBo 
0.600 „ 

ScSt0 CajFt hCmEgDfrXd 
3, 100 . 

0.055 ScCp(AmCp)OpBo 
0.350 

- Lo 
1*000 - 

x | CiCa 
0.500 - 

0.044 SoCaFtrCoBo 
0,440 - 


84 
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DRAIN- 

AGE 



P.E, (BOD) 

tS 



COMMUNITY, SEWER 


C. M 




u 




WATER- 

DISCHARGE 

UN- 

£ 



OR 

SANITARY DISTRICT 





US’H 

N t O. 

Maj. 

Min. 


COURSE 

MILEAGE 

TO 

TREATED 

WASTE 

a C 

■is 

REMARKS 

INSTITUTION 

Sub, 











c-5 












9 

m 

[EJ 

11 

12 

13 

m 

15 

1 1 

INDIANAPOLIS 

on 

_ 

X 

West Fork of 

X 

? 



North Central H. Soh 

19 

- 

- 

White River 

X 



2 

INDIANAPOLIS 

Wash. Txp.Grads Soh. 

OR 

19 

- 

X 

White River 

X 

X 

7 

"Design for 360 students. 

3 

INDIANAPOLIS 

OF 

- 

X 

Crooked Creek 

X 

7 



Westlana Jr, H. Soh 

« 

- 

- 


X 



4 

J ASOMVILLC 

on 

- 

X 

Branch of Busaeron Creek 

30QB 

7 



Shakaoak Park 

17 

- 

- 


X 



3 

JULIETTA 

OR 


X 

Back Creek 

X 

7 



Marlon Co. Hospital 

19 

- 

- 


X 



6 

KNIQKTSTOWN 

OR 

- 

X 

Branch to Big Blue River 

585E 

7 



Sands Orphan Horae 

18 

- 

- 

to Driftwood River 

X 



7 | 

LAFAYETTE 

OR 

- 

X 

Big Wea Creek 

TOE 

7 



Rosa Sanatorium 

17 

- 

- 


X 



a 

LAFAYETTE 

OR 

.. 

X 

Wabash River 

700E 

7 



State Soldiers Home 

17 

- 

- 


X 



9 

LINCOLN CITY 

OR 


X 

Lake Outlet 

X 

7 



Stata Park 

21 

- 

- 


X 



10 

MWANPORT 

OR 

_ 

X 

Wabash River ! 

2.400E 

1 



State Hospital 

17 

- 

- 


140 

_ 


11 

MADISON 

OR 


X 

Ohio River 

2,200E 

7 



Stata Hospital 

21 

- 

- 


X 



!2 

MAR TON 

'OR 

- 

X 

Walnut Creek to 

100E 

7 



Nazarone Camp 

17 

- 

- 

Uiseisslnowa River 

X 



13 

UEROM 

OR 

_ 

X 

Turtle Creek 

X 

7 



Uerora Institute 

17 

- 

- 


X 



14 

MITCHELL 

OR 

- 

X 

Spring Mi LI Creek 

X 

7 



Spring Mil;. State Pk 

19 

- 

- 

X 

- 


15 

j HUNCIE 

OR 

- 

X 

Little Kilbuok Creek 

X 

7 

*630 students. 


Northwest Elora, Sch. 

19 

- 

“ 


X 

- 


IS 

NASHVILLE 

OR 


_ 

Oround 

X 

X 



State Park 

18 

- 

- 


0 

- 


17 

WORTH WEBSTER 

n 

- 

X 

X 

X 

7 

"Church Camp 


Epvorth Foreat* 

32 

- 

- 

- 

X 


ia 

OAXLANOON 

OR 

- 

X 

Tndlan Creek to 

350E 

7 



Marlon Co. T.B. Heap 

19 

- 

- 

Fall Creek 

X 



19 

00 DEM DUKES 

WL 


_ 

Ground 

X 

7 



Dunes State Park 

32 

- 

- 


0 



20 

PENDLETON 

OR 

_ 

X 

Fall Creek 

2,OOOE 

7 



State Reformatory 

19 

- 

- 


X 

- 


21 

PLAINFIELD 

OR 

_ 

X 

White Lick Creek 

td 

o 

o 

-O 

2 



State Beys School 

19 

- 

- 


X 

- 


22 

PORTAGE 

n 

_ 

4. 0-1,4 

Burns Ditoh to 

X 

7 



Tell Rd.Serv. Area 

32 

- 

- 

Lake Michigan 

X 

- 


23 

PUTHAMVILLE 

OR 

- i 

X 

Branch to Deer Creek 

1,300E 

1 



State Farm 

19 

- ; 

- 


X 

- 


14 

RICHMOND 

OR 

_ 

X 

East Fork of 

X 

7 



Smitb-Esteb Hospital 

13 

- 

- 

Whitewater River 

X 

- 


25 

ROCKVTLLE 

OR 

- 

X 

Little Raccoon Creek to 

375E 

7 



Stata Sanatorium 

17 

- 

- 

Raccoon Creek 

X 

- 


26 | 

ROLLING PRAIRIE 

»L 

_ 

X 

Ditoh to Hog Lake 

X 

7 



Tell Rd. Serv* Area 

32 

- 

- 

X 

- 


27 

ROHE CITY 

*L 

- 

X 

Kneipp Springs Ditoh 

150 

7 



Knelpp Springs San. 

32 

- 

- 


40 

- 


2* 

SAINT MARYS 

OF 

- 

X 

Ditch to Wabash River 

X 

7 

"Woods College, 


St. Marys of the* 

U 

- 

- 


X 

- 

» 

SAINT HE INRAD ABBEY 

OR 

- 

X 

Anderson River 

500E 

7 




21 

- 

- 


X 

- 


w 

SAN PIERRE 

m 

_ 

X 

Ditch 

X 

7 



Cclvarv Hospital 

15 

- 



X 

- 



STATE 

YEAR 
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INDIANA 
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COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


1960 

Population 


Estimated 

Population 

Served 




* 
w 3 

O 

< s. 

£So 

> < c 

<cs 


DesM 

For 


Average 
[Daily Flow 

MGD 


p.n 

Oooo’s) 


TREATMENT FACILITIES 


TREATMENT 


I.IM 

KO. 


I 


SCHEREVrLLE 
Capuchin Seminary 
SOUTH BEND 
County Infirmary- 
TELL CITY 
Perry Co. Hospital 
TERRE HAUTE 
(Uenn Home 

TERRE HAUTE 
Ketronolitan School* 
TERRE HAUTE 
Rose Poly. DornjLtory 
TERRE HAUTE 
Rose Poly. Institute 
TERRE HAUTE 
Vise County Rome 
WESTVTLLE 

Herman M. Beatty Hasp 


Lake 

Saint Joseph 

Perry 

Vigo 

Vigo 

Vigo 

vigo 

Vigo 

La Porte 


lOO 

200 

200 

138 

x 

150 

450 

135 

3,000 


100 

200 

200 

140 

x 

150 

450 

135 

3,000 


0.005 

x 

X 

X 

X 

X 

X 

X 

X 


0.010 

0.200 


X 

0,200 


x 

0.018 

x 

X 

X 

X 

x 

X 

X 

0,600 

4.000 


SoAaHcCmEcLo 

None 

CIBo 

Co 

SoAaCp 

Ca 

CsFs 

Cs 

SoCmAaCmEcgDfrBo 


2 

3 

4 

5 

6 

7 

$ 

9 

10 

II 

LZ 

II 

14 

15 
IS 

n 


IE 

19 

20 

21 

21 

15 

24 

25 
?6 
iT 
18 

29 

30 
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INDIANA 
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NO. 


■COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN 

AGE 

BASIN 


WATER. 
COURSE 
Mil E AGE 


DISCHARGE 

TO 


PE. (ROD> 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


.REMARKS 


10a 


II 


12 


13 


1 

2 
3 
i 

$ 

6 

7 

8 

9 

10 

U 

n 

n 

u 

H 

16 

17 

18 

19 

20 

21 

22 

23 

24 
21 
26 
27 
13 

29 

30 


scheheville 

Caciichio Seminary 
SOUTH DSHD 
County Infirmary 

tell cm 

Perry Co. Hospital 

TERRE HAUTE 
Glenn Homo 
TERRE HAUTE 
Ifotropolitan School# 

TERRE HAUTE 

Hose Poly. Dormitory 

TERRE HAUTE 

Rose Poly, Institute 

TERRE HAUTE 

Yis?o County Homo 

fESTVILlE 

[Norman M, Rea tty Hosp 


18.1-11.2 


1273.0-83. I 
-23.1 


Lagoon 

St. Joseph River 
Ohio River 
[Lost Creek 
Sugar Creek 
Lost Creek 
Lost Creek 
Lost Creek 
[Crooked Creek 


IGOE 

0 

200E 

200E 

200E 

HOE 

60E 


150E 

30E 

450E 

15E 

135E 

50E 

9.00CE 

500B 


"District of West Vigo 
Sugar Creek Town. 
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INVENTORY 


Community or facility 
providing sewer service 

FORT WAYHE-IREHE BYRON SANITARIUM 

GARY-PLANT #2 
HAMOTD (S.D.) 


OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


INDIANA 

1962 

PAfiK ll+a 


INDIANA 


CommunitleB and/or 
facilities served 


Fort Wayne ^ Allen Co. Infirmary 
Fort Wayne 9 Children's Home 

East Gary (part) 

Highland 

i-funster 

Whiting 


LAWERANCEBURG 


Greendale 


The data for this State have been collected 
with the helpful cooperation of the: 


Michigan Department of Health 
Section of Sewage and Sewage Treatment 
Division of Engineering 



INVENTORY OF MUNICIPAL WASTE FACILITIES 
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COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


ADRIAN 
ALBION 
ALLEGAN 
ALLEN PARK 
ALLEN PARK 
ALMA 
AUONT 
ALPENA 
ALPHA 
ANN AR60R 
ARtfADA 
BAD AXE 
BALTIC 
BARAGA 
BATTLE CREEK 
bay city 

BEECHER 

NetroDolitan DUt. 
BELDINO 


LenaTee 

20,347 

18,000 CS 

0.800 

5.000 

SgGmCmAaCtnEogDfrhBoXp 


- 

* 


25.000 

“ 

Calhoun 

12,749 

12,700 SC 

1.800 

4.000 

SmGraCmEcgDofhrBo 


- 

- 

- 

15.000 

- 

Allegan 

4,622 

4,600 SC 

0.200 

0.500 

ShCiEogBo 


~ 

- 

- 

5.000 

- 

fayne 

37,053 

(18,000) CS 

X 

- 

See Wayne County Disposal Syateo 



- *• 

- 

- 

Wyandotte Plant 

fayna 

- 

(16,000) CS 

X 

- 

8ee Detroit 

jcratiot 

8,978 

8,950 SC 

1.800 

2.160 

ShQmCmEgoDfrhToBo 


- 

- 

- 

13.500 

- 

Lapeer 

1,279 

1,250 SC 

X 

0,250 

SohCaFtrCcriEgcDorhBo 


BELLEVILLE 


Alpena 

Iron 

Washtenaw 

Uacoob 

Huron 

Houghton 

Baraga 

Calhoun 

Bay 

Genesee 

Ionia 

Tayne 


* BENTON HARBOR Berrien 
St, Joseph Jt. Plant 


™, TIP. B9rrlen 

amL * Orth* 
BERRIBH SPRINGS Borrlen 
BE33EHER Oogeblo 
BEULAH 


BEVERLY HILLS 
BIO RAPIDS 
BIRMINGHAM 
BLISSFIELD 


Gogebic 

Bernsia 

Oakland 

Mecosta 

Oakland 

Lenawee 


1.600 - 

14,6132 14,500 SC 1.300 3.000 SohCmEogDcrhBo 

20,000 - 

317 300 S 0.034* 0.050 ShCaBo 

0.500 - 

67,340 90,000 S 0.500 9.000 SoOaCmAaCmEgoDfrh 

* 96.000 T VvZHXn 

MU 1,100 C 0.160 0.150 ShCflFtrCmEgoDorhBo* 

1 . son 

^,993 2,970 S 0,150 0.360 SohCmAaCmEgcDfrhBo 

" nnn 

400 loo C X* Ca 

991 980 S x* x CaEcg 

1.000 - 

44,100 8 10.300 16.000 Sr»3 n Cn,FthtoBgcDo f fe re tT»o 
- 22.000 TVvZa IHoXn 

53,604 53,600 C 6.200 14.000 SgGmCmEgcZi IVvXn 

70.000 - 

(5,000) S x - Sea Flint. 


MOO 8 o.eoo 


Sea Flint 
None 


BLOOIIFIELO HILLS Oakland 


1»921 1,900 S Q.200E 0.150 CaEg 

" 1.500 - 

43,500 x 6.000 5.370 ScOinCaiAaEogDfrDoLaVv# 

40.500 - 

! 9 ' 914 ( 14,000) S x . See Don ton Harbor 

23 271 ’ - St. Joooph Jt. Plant 

».375 (23,275) C» x - Sea Detroit 

_ 1,953 ^ 950 3 0.800 0.100 ShGhCiEgBo 

1.000 - 

. 3,3 ° 4 3,300 o 0.650* 0.380 ShahCmFtrDorhBe 

5.500 - 

«6 435 SO x 0.090 CIBo 

„ , - * 0.500 - 

_8,633 (5,000) C x - See Detrott 

- 8 ' 6a6 8,000 0 °* 620 1. 100 SchQmOmEgoDfrhBo 

" u.ooo - 

I 5 ’ 525 (25,500) sc x • See Detroit 

_ 2 ' 653 2,600 C °-250 0.432 SohGmOmEgoDfrhBo 

„ ~ " - 3.000 * 

^2,378 (2,370) $ x . See Detroit 


90 








INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


YEAR 


MICHIGAN 


iine 

no. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 


i 

Mai 

Min 

J 

UN- 

TREATED 

WASTE 

A 

§E 

DIS- 

CHARGED 

WASTE 

S 

<£< 


9 

m 

aa 


12 

13 

Id 


ADRIAN 

WL 

- 

X 

South Branch of 

15,300 

ie> 



3b 

- 

- 

River Raisin 

l . MOO 



ALBION 

WL 

- 

X 

Kalamazoo River 

12,000 

7 



31 

** 



q. nno 

.. 


ALLEGAN 

WL 

- 

K22 

Kalamazoo River 

2,150 

7 



31 

- 

- 


I.'WIO 


Kl 

ALLEH PARK 

WL 

- 

- 

Detroit River 





35 

- 

- 



<n 


ALL EM PARK 

WL 

- 

- 

Detroit River 





35 

- 

- 


„ 



ALMA 

VL 

- 

X 

Pine River to 

11,100 

7 



34 


- 

Chiooewa River 

7. BIO 


u 

AUIONT 

WL 

- 

725 

North Branch of 

1.250E* 

7 



35 

- 

- 

Clinton River 

3 IDE* 


& 

ALPENA 

WL 

- 

t 1/2 

Thunder Bay River and 

7,000 

7 



35 

- 

- 

Thunder Rav 

4. A50 


9 

ALPHA 

WL 

- 

X 

Mastodon Creek 

3Q0E 

7 



24 

— 

■' 


240E 

_ 

10 

AMN ARBOR 

WL 

- 

X 

Huron River 

90,000 

l* 



3o 


~ 


5MOO 


11 

ARMADA 

WL 

- 

X 

Deer Creek to North 

1,100 

7 



35 

- 

- 

Branch of Clinton Rtvor 

200 


12 

BAD AJCE 

WL 

- 

X 

Drainage ditoh and 

1,810 

7 



33 

• 


Pinnebo* River 

135 


13 

BALTIC 

WL 

- 

M6-1-IU 

Bran oh of Pilgrim Rivor 

tOOE 

7 



23 

- 

- 


60S 


H 

BARAQA 

WL 

- 

- 

Lake Superior 

920E 

7 



23 

- 

- 


705S 


11 

BATTLE CREEK 

WL 

- 

725 

Kalamazoo River 

162,000 

0 



31 

- 

" 

j 

90.000 

_ 

16 

BAT CITY 

WL 

- 

S4.0 

Vagina* River 

66,000 

7 



34 

- 

- 


4?.,nno 

_ 

IT 

BEECHER 

WL 

- 

- 

Flint Rivor 




! Metropolitan Dls b. 

34 

- 

- 




ie 

B ELD I NO 

WL 

- 

- 

Flat River 

1,900 

0* 



30 

“ 



1 .'>no 

_ 

19 

OELLEVILLE 

WL 

** 

X 

Huron River 

2.00QE 

4* 



36 


- 


1.4D0B 


JO 

* DENTON HARBOR 

WL 

- 

S~1 

St. Joseph River 

90,000 

7 


St. Jcseoh Jt, Plant 

32 

~ 

- 


4.000 


n 

DENTON TUP. 

WL 

- 

- 

St. Joseph and 





32 

- 

- 

Paw Paw Rivera 

M 


22 

BERKLEY 

WL 

- 

- 

Detroit River 





35 

- 

- 


_ 

_ 

2) 

BERRIEN SPRINGS 

IL 

~ 

S18 

St. Joseph River 

5,100 

U 



32 

- 

- 


4.200 

2* 

24 j 

BESSEMER 

WL 

- 

NL6-L2-1 

Ka Hander Creek to 

3,850 

7 



23 

- 

- 

Black Rivor 

695 


24 

BEULAH 

WL 

- 

- 

Drainage ditoh to 

435B 

7 



28 

* 

- 

Batsie Lake* 

2G0E 


26 

BEVERLY HILLS 

WL 

- 


Detroit River 

„ 




35 

- 



_ 


21 

ora rapids 

WL 

- 

X 

Muskegon River 

6,900 

7 



29 

- 

- 


4.?no 


29 

aiRlflNOHAU 

WL 

- 

- 

Detroit River 





35 

- 

- 



„ 

19 

mssriELD 

WL 

- 

X 

River Raiain 

1,600 

7 



36 

- 

■* 


HI 


30 

BLOOMFIELD HILLS 

WL 

- 

« . 

Detroit River 





35 

- 

•V 


- 

- ■ 


1962 


PAGE 


1.SZ.A& 


REMARKS 


IS 


floir meter being acquired; 
Estimates pac3ed on laboratory renults 


* Based on water pumpnge (Eat.) 


w To commence construction In next 
year or bo. 

*Now screens and grit chamber being 
ineta [ ted by vl i In^e . 


*No data available 

*N° ro liable data available. 


^Consulting engra. are now preparing 
report on aer/^o trt« for oltv, 

^Planfc to bo connected to Y/ayno Co. 

D e trope l i tan Sys. in about 2 years. 
*10-20^ of flow la given only primary 
trt. prior to chlorination and disoh. 


♦Storm water overflow treatment to be 
constructed Immediately, 

♦♦Project programmcd-Cnginoors engaged. 

*Bffeot of high flaws botng studied. 

*No disoh. to Betsto since plant was 
built* Disposal by so-Ii absorption. 


"Treatment to bo cons truo tod to small 
portion of area tributary to Clinton R 


91 
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COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

Esi i mated 
Population 
Served 

£ 

j- 

■Si 

06 

8 
i- i/i 

AVERAGE 

daily flow 

MGD 

Dcs’d 

For 

TREATMENT FACILITIES 

LIN 

NC 

TREATMENT 

Average 

DailvFlnw 

MGD 

P.E. 

(LOOO’s) 

1 

2 

3 

A 

1 

6 

7 



BLOOMFIELD TWP* 

Oakland 

22,530 

(15,000) 

1 

X 

- 

See Detroit 

• 

BOYNE CITY 

Charlevoix 

2,797 

2,795 


0.420 

0.750 

SchOhCmEgcDfrhBo 

2 



- 

- 


- 

4.500 

- 


BRIGHTON 

Livingston 

2,282 

2,280 


0.720 

0.805 

SchGmCroFtrCmEgcDchuBoo 

3 



- 

- 


- 

5.300 

- 


BRONSON 

Brans n 

2,267 

2,250 


0.400 

0.340 

SchC-mFtrCmEgcDcrBo 

A 



- 

- 


- 

3.000 

- 


BUCHANAN 

Berrle 

5,341 

5,300 


0.720 

0.375 

SomOhCmEgcDohmrHcBo 

S 



- 

- 


- 

5.000 

- 


CADILLAC 

Wexford 

10,112 

10,115 


1,000 

1,000 

CsFo FsEgoBo 

<5 



- 

- 


- 

10.000 

- 


CALEDONIA 

Kant 

739 

720 


X 

X 

Cs 

7 

CALUMET 

Houghton 

1,139 

a.iao) 

9 

X* 

- 

Sao Northern Michigan Water Company 

S 

CAPAO 

Saint Clair 

If 235 

600 

9 

X 

- 

None 

9 

CARO 

Tuscola 

3,534 

3,535 

9 

0.225 

0.500 

SohCmFtrCmBcgDcgh 

LO 



- 

- 


- 

5.000 

- 


CARROLLTON TWP„ 

Saginaw 

6,500 

5,800 


0.450 

2,250 

SchCtnEgcDfrhBo 

II 



- 

- 


- 

10.000 

- 


CASPIAN 

Iron 

1,493 

1,490 


X* 

0.115 

CiBo 

IJ 



- 

- 


- 

1.916 

- 


CASS CITY 

Tuscola 

1,945 

1,945 


0.200 

0.432 

ShCiFthCmEgoDf rhBo 

IJ 



* 

- 


- 

2.500 

- 


CASSOPOLTS 

Cass 

2,027 

1,950 


0.180 

0.180 

ShCmAmCmEgcDorhBo 

H 



- 

- 


■* ■ 

1.800 

- 


CEDAR SPRINGS 

Kent 

1,768 

1,700 

8 

0.200 

0.050E 

CsFs 

11 



- 

- 

- 

- 

1.000E 

- 


CENTER LINE 

Mac orab 

10,164 

(10,100) 

8G 

X 

- 

See Detroit* 

a 

CHARLEVOIX 

Charlevoix 

2,751 

2,750 

SC 

0,275 

0,800 

3h0hCmEgcDomr 

n 



- 

- 

- 

: - 

8.000 

- 


CHARLOTTE 

Eoton 

7,657 

7,600 

S 

0,500 

0.600 

ShOhCmFtrCmFgDfrhBo 

IE 



- 

- 


; - 

6,000 

- 


CHEBOYGAN 

Cheboygan 

5,859 

5,800 

SO 

0.050 

1.000 

SaGhCmEgcDfrhBo 

1? 



- 

- 

- 

- 

8.000 

- 


CHELSEA 

Washtenaw 

3,355 

3,350 

s 

0.350 

0,400 

SoCmAaCmEgcDfrhBo 

K 



** 

- 

- 

- 

4.000 

- 


CHESANING 

Saginaw 

2,770 

2,700 

s 

0.200 

0.450 

ShflhCmEgoDf rBo • 

1 \ 



- 

- 

- 

*■ 

4.500 

- 


CLARE 

Clare 

2,442 

2,440 

3 

0,370 

0,400 

ShCmEgoDfrh 

n 



- 

- 

- 

- 

3.500 

- 


CLARKSTON 

Oakland 

769 

100* 

s 

X 

0.070 

CsFs 

13 



** 

- 

- 

- 

0.700 

* 


CLAWSON 

Oakland 

H,795 

(10,000) 

c» 

X 

- 

Seo Detroit 

24 

CLINTON 

Lenawee 

1,481 

1,480 

s 

0.080 

0,150 

; SoCmEcgDorrohBo 

If 



- 

- 

- 


1.500 

• - 


CLINTON TWP. 

Uaoorob 

12,000 

8,000 

3 

1.000 

2,200 

SahCmFthCmEogV 

26 

Plant 0 L 


- 

- 

- 


22.300 

- 


CLINTON TO, 

Macomb 

- 

9,000 

s 

0,900 

1,500 

ShCmFthEgcVv 

1 

Plant V 2 


- 

- 

- 


1 «; 

- 


CLIO 

Genesee 

2,212 

2,200 

s 

0.200E 

0,200 

CsFaEog 

28 



- 

« 

- 

• 

2.000 

- 


COLDVATER 

Branch 

0,880 

8, BOO 

s 

1.000 

1,500 

SchCmFtrEgoDorhBo 

19 





- 

- 

13.000 



COLOMA 

Berrien 

1,473 

1,250 

s 

0.130 

0.140 

SohOhCmEgcDfrhBo 

30 



“ 

- 

- 

- 

1,400 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


MICHIGAN 


YEAR 


1962 


PAGE 2 Of 12 


' 

COMMUNITY. SEWER 

DRAIN- 

AGE 




-3 

t 



RAS1N 

WATER. 

COURSE 

DISCHARGE 

msssm 

Ba 

Z 


IN‘E 

OR 



c 

REMARKS 

<0 ; 

SANITARY DISTRICT h 

J . 


MILEAGE 

TO , 




ub. 


WISPHp 




INSTITUTION * 

S 

tin. 



■j « 












9 

To~i 

Oa 

it 

12 

■HlJIMl 

w 

L5 

1 

0 LOO an ELD TWP. 

Wl 



Detroit River 

_ 





V 

- 

- 


- 

- 


2 

BOYNE cm 

5VL 

- 


L^ake Charlevoix 

1,760 





28 

- 

- 


970 



J 

3RIGHT0H 

WL 

_ ' 

X 

Jre Creek to 

4,800 





36 

- 


luron River 

I .v>0 



4 

BRONSON 

WL 

- . 

X 

Swan River to 

2,650 

r 




32 

- 

- 

‘U. Jooeoh River 

525 



5 

BUCHANAN 

WL 

- 

K22 

St. Joseph River 

5,100 





32 

- 

- 


1.500 



i 

CADILLAC 

WL 

_ 

X 

Ciam River 

8,400 

1 * 

*New activated sludge plant to be con- 



29 

- 

- 


4 50 


structod in 1962 replacing -oLd olanfc. 

? 

CALEDONIA 

WL 


X 

Ditch to Thornapple River 

X 

j* 

"Projeot under study 




- 

~ 


X 


- 

8 ! 

CALUMET 

WL 

„ 

_ 

Land 

• 


*No data available. 



23 

- 

- 


- 

- 


9 

CAPAC 

WL 

_ 

X 

Oolie River to 

600 


"Litigation instituted December 1961 



33 

- 

- 

St. Clair Rivor 

600 

- 

Mich Dopfc of Health vs. Canac. 

ID 

CARO 

WL 


X 

Cass Rivor 

3,500 

7 




34 

- 

- 


620 

- 


11 

CARRGLLTOU TWP. 

WL 

_ 

X 

Saginaw River 

3,000 

7 




34 

- 

- 


1-350 

- 


12 = 

CASPIAN 

WL 

_ 

NL1 18-20-4 

iron River 

1 , 490E 

7 

*No data available 



24 

- 

- 


1 .045E 

- 


1) 

cass cm 

WL 


X 

Cass River 

2,265 

7 




34 

- 

- 


190 

- 


M 

CA3SOPOLIS 

WL 

_ 

_ 

Stone Lake (no outlet) 

2,200 

1* 

"Projeot programmed -Engre retained 



32 

- 

- 


650 

- 

pilot study in operation. 

15 

CEDAR SPRINGS 

WL 

_ 

X 

Cedar Creek to 

L,105E 

4* 

*A sewage lagoon designed to replace 



30 

- 

- 

Rougo River 

115S 

- 

existing Septic Tank-Sand Filters. 

16 ; 

CENTER LINE 

WL 

_ 


Detroit River 

_ 

« 

"Connection to Detroit under 


35 


„ 


- 

- 

construction. 

17 

CHARLEVOIX 

WL 


0*5, 

Pine River to 

4,470* 

7 

"Population increased substantially 


26 

- 


Lake Michlnan 

2.680 

- 

during summer by tourists. 

18 

CHARLOTTE 

WL 

_ 

X‘ 

Battle Creek Rivor 

6,600 

7 




31 

- 

- 


700 

- 


19 

CHEBOIOAJI 

WL 

- 

G 1/2 

Cheboygan River to 

5,400 

7 




33 

- 

- 

Lake Huron 

2 . 600 

- 


20 

CHELSEA 

WL 


X 

Letts Creek to 

3,220 

7 




3b 

- 

- 

Mill Creek 

320 

- 


21 

CIJESANINQ 

WL 

_ 

X 

Shiawassee River 

10,000 

7 




34 

_ 

- 


iOfio 

- 


12 

CLARE 

WL 

t - 

X 

Tobacco Rivor to 

4,070* 

7 

"Includes industrial wastes. 



34 

. - 


Tittnbawaeoea Rivor 

1 890 

- 


25 

CLARKSTON 

WL 


X 

Tributary of 

100E 

7 

"Servos business area only. 



35 

_ 

_ 

Clinton Rivor 

20E 

- 


24 

CLAWSON 

WL 

- 

- 

Detroit River 

- 

“ 

"Storm water overflow treatment to be 
constructed immediately. 



35 

- 

" 





n 

CLINTON 

Wl 


X 

River Ratain 

960 

7 




3£ 

- 

- 


660 

- 


26 

! CLINTON TIP. 

Wl 


X 

Clinton Rivor 

8,000 

7 



Plant H i 

35 

- 

- 


1 . nr>0 

- 


21 

CLTNTOM TIP. 

Wl 

j — 

X 

Clinton River 

9,000 

7 



Plant 0 % 

35 

> - 

_ 


1 . W 

- 


28 

CLIO 

Wl 


X 

Pino Run Creek to 

2,200E 

4* 

"Plant to be abandoned and connected 

y 

l - 

- 

Flint Rivor 

220E 

- 

to County Sys, in about 2 years. 

# 

COLDSTATER 

Wl 

L - 

X 

Coldwater Creek 

10,200 

7 




3: 

2 - 

- 


qoo 

- 


50 

COLOMA 

Wl 

L - 

siPio 

Paw Paw River 

1,165 

7 



35 

2 - 



720 

- 



93 










INVENTORY OF MUNICIPAL WASTE FACILITIES 



COMMUNITY, SEWER 
OR 

SANJITARY DISTRICT 
INSTITUTION 


CQtUKBrAVILLE 


CONSTANTINE 


COOPERS VI LLE 


COPPER CITY 


CR03IELL 


DEARBORN 


DEARBORN TUP, 


DELHI TfP. 


* DETROIT 


D0TA3IAC 


EAST CHINA TIP* 


EAST DETROIT 
EAST GRAND RAPIDS 


EAST JORDAN 


EAST LANSING 


EAST TAWAS 


EATON RAPIDS 


ELK RAPIDS 


KSCAMABA 


ESSEJCVILLE 


FARM INOTON 
FARMINGTON T»?. 


Saint Joseph 


Houghton 


Shiawassee 


Faahtenaw 


Shiawassee 


Saint Clair 


Charlevoix 


Oakland 


I960 

Population 


Estimated 

Population 

Served 


Average 
Daily Flow 
MGD 


TREATMENT FACILITIES 


TREATMENT 


< 0 g| (1000‘s) 


1.670,144 


(43.000) 

( 10 . 000 ) 


* 0*100 ScG hCl F tr CmEcgBo 

1.500 - 

0.040 Co 
0,400 - 

3 0.350 ShGhCmEgoDfrBo 

3.500 - 

) 0.556 ShQhCI F t hCmKgcB o 
0.470 - 

) 0,200 ShCfflFthCmEgFaDfrBo 

2.000 - 

• See Detroit 

See Wayne County Disposal System 
- and Detroit 

I l.loa SchCraEgoDfrhtBo# 

11.000 - 

1 130,00 SmOmCmEgDfrheZHVovXn 

420.00 - 

0.150 CiEgcBo 

1.500 - 

1.500 SohamCciEgoDcfhmrtBo* 

12.000 - 

0,432 SchQmCmEgoDfrhBo 
2.900 - 

0,400 ShGhCjnFtrCpEgoDarhBo 

3.500 - 

0.234 CnEogDfrh 
2.030 - 

- See Detroit 

See Grand Raplda 

0,200 ShQhCwEgoDfrhQo 

2.200 - 

3.800 ShCraAmCaDohsBo 

30.000 " 

0,300 ShClEgoBo 

2.000 - 

1.000 ShCnEgaDfrhBo 

4.500 - 

See Wayne County Disposal System 
Wyandotte Plant 

0,100 ShCmEgBfrBo 
0.700 *" 

0,170 ChCaiEgcFthPBo 

.1,700 - 

1.500 OhCmAanFtrCmEogDfrhBo 

15.000 " 

1.000 SchOhCinDfrhotBo 

,5.nnn 

0.890 SohCaiEogDrBo 
2,400 - 

See Detroit* 

- See Detroit 
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STATE 

YEAR 

MICHIGAN 

196a 
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COMMUNITY, SEWIiR 

iEN'E OR 

Ko SANITARY DISTRICT 
INSTITUTION 


1 COLUUBIAVILLB 

2 CONSTANT I MB 

5 • C0GPER3VILLE 

* COPPIft CITY 
CORUIWA 
CR03SELL 
DAVISON 

* .DEARBORN 
DEARBORN TffP, 
DELHI TTP* 

* DETROIT 
DEXTER 

! DOTAOIAC 
H DUNDEE 
» DURAND 
16 EAST CHINA TO, 

V i EAST DETROIT 
10 EAST GRAND RAPIDS 
l* EAST JORDAN 

to EAST LANS I NO 

H EAST TA*A& 

u EATON RAPIDS 

» ECOR3E 
N ELBERTA 
i ELK RAPIDS 
# 1 ESCAUABA 

R ESSEXVILLE 
2* E 

» : FAR HI NITON 
» FARiUNQrON T*P 


95 



























INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


mm om : 

1962 

PAGE 4 Of 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

Estimated 

Population 

Served 

U 

h 

1/ 

> 

* 

Hi/ 

AVERAGE 

DAILY FLOW 
MGD 1 


| TREATMENT FACILITIES 



1 

Average 
Daily Flo* 
MGD 

TREATMENT 

P.E. 

(1000’s) 


1 

2 

3 

4 

5 

6 

7 

8 


FENTON 

Genesee 

6,142 

5,600 

SC 

1.000 

0.448 

ShGhCmEcgDfrhBo 




- 

- 

- 

• 

4.000 

- 


TERN DALE 

Oakland 

>1,347 

(31,000) 

3* 

X 

- 

Soe Detroit 


PUT ROCK 

Fayne 

4,696 

4,600 

CS 

0.400E 

0.200 

ShGmEgX 




- 

- 

- 

- 

2,000 

- 


* flint 

Genesee 

L95.94Q 

201,000 

CS 

22.000 

34.000 

SoQaCmAaFtnCioEcgDcfhrat 




- 

- 

- 

- 

340.00 

ToZllVvXn 


FLUSH ENG 

Genesee 

3,7bi 

2,500 

CS 

0.230 

0.400 

ShGhCmFtrCmFcgDorhOoXdp 




“ 

- 

_ 

- 

4.000 

- 


FOWLER 

Clinton 

'854 

700 

3C 

0,030 

0.C45 

ShGhCmFtrCtnEcgDoBo 




- 

- 

- 

- 

1.040 

• 


FQWLERVILLE 

Livingston 

1,674 

550 

c 

X 

- 

Hone 


FRANKENMUTH 

Saginaw 

1,728 

1,700 

c 

0.350 

0.540 

ShGaCmArrtoFthCmEgDtrhT 




- 

- 

- 

- 

35.000 

- 


FRANKFORT 

Bensie 

1,690 

1,690 

c 

0.120 

0.250 

ShGhCmEgcDarsBo 





" 

- 

- 

4.000 

- 


FREMCMT 

Newago 

3,384 

3,350 

s 

0.400 

1.000 

ShEoGmCmFtrFaEagDfrthBo 




- 


- 


1.500 

• 


GAASTRA 

Iron 

582 

580 

s 

X* 

0.060 

Co 




- 

- 

- 

- 

0.600 

- 


GARDEN CITY 

Fayne 

38,017 

(30,000) 

c 

X 

- 

See Detroit 


GAYLORD 

Otsego 

2,563 

2,800 

s 

X 

0.050 

CsBoLa 




- 

* 

- 

- 

0,500 

. 


GTBRALTER 

Fayna 

2,196 

(1,500) 

s 

X 

- 

See Wayne Co, Disposal Sys. 




■ 

- 

~ 

- 

- 

Trenton Plant. 


GLADSTONE 

Delta 

5,267 

5,260 

c 

0.830 

0,600 

SoCmEgDomrhBo 




- 

- 

»■ 

- 

6,000 

- 


GLADWIN 

Gladwin 

2,226 

2,000 

c 

0.300 

0,450 

SmGhCmEgcDorhDo 




- . 

- 

- 

- 

2.500 

- 


grand haven 

Ottawa 

11,066 

11,000 

c 

1,000 

1.500 

ShGhCmEgcDf rhBo 





- 

- 

- 

16.400 

- 


GRAND LEDGE 

Eaton 

5,165 

5,100 

sc 

0.400 

1.000 

ShGhCmEgDcmrBo 




- 

- 

- 

- 

6.000 

- 


* GRAND RAPIDS 

Kent 

177,313 

210,000 

sc 

3.500 

44.000 

ShmGhCmA EgoDoomhrtBo 




- 

- 

- 

- 

250,00 

XdnZilVv 


grandville 

Kent 

7,975 

2,000 

c 

X 

0.020 

Cs 


GRANT 

Newago 

732 

700 

s 

0.040 

X 

0,216 

ScCo(Dcmp) FtCmFsEcgBo 





- 


♦< 

1.000 

- 


GRAYLING 

Crawford 

2,015 

2,015 

3 

0.120 

0,250 

ShCaiEgoDfrEo 




- 

- 

- 


2.500 

"• 


GREENVILLE 

Montcalm 

7,440 

7,400 

c 

X 

1.820 

SeCmEcgDtrofhVvZo* 





- 

- 

_ 

12.000 

- 


CROSSE ISLE TFP. 

Wayne 

6,318 

3,600 

sc 

0.360E 

0.350 

CmETogX 


OR OSSET POINTS 

Fayne 

6,631 

(6,630) 

c 

X 

3.500 

Sea Detroit 


GROSSE POINTE PARKS 

Fayne 

12,172 

( 12, 175) 

c 

X 

„ 

Sea Detroit 

2 

OROSSE POINTE PARK 

Wayne 

15,457 

(L5,460) 

c 

X 


See Detroit 

J 

GROSSE POINTS SHORES 

Wayne 

2,301 

(2,300) 

c 

X 

„ 

See Detroit 

2 

GROSSE POINTE WOODS 

Wayne 

18,580 

(18,580) 

c 

X 

■ «. 

See Detroit 

2 

HAMTRAKCK 

Fayne 

34,137 

(34,135) 

c 

X 


Sea Detroit 

K 



■* 

- 


- 

- 

- 



96 









INVENTORY OF MUNICIPAL WASTE FACILITIES 


LIKE 

SO. 

' COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

WATliR. 

COURSE 

MURAGE 

DISCHARGE 

TO 

Mai 

Min 

Sub 


9 

l(l> 

103 

U 

12 

I 

' FENTON 


- 

X 

Shiawaoaoe River 



m 

- 

- 


1 

FERN DALE 

WL 

- 

- 

Detroit River 



35 

- 

- 


3 

FLAT ROCK 

WL 

- 

J19 

Huron River 



36 

- 

- 


4 

* FLINT 

WL 

- 

X 

Flint Rivor 



34 

- 

- 


5 

FLUSH [HO 

WL, 

- 

X 

Flint River 



34 

- 

- 


6 

FOTLBR 

WL 

- 

X 

Stony Creek to 



30 

- 

- 

Maolo River 

7 

FOJLERV1LLS 

WL 

- 

X 

Red Cedar River 



30 

- 

- 


8 

; FRANK EfiaUTH 

; WL 

• 

X 

Caas River 



34 

- 

- 


9 

FRANKFORT 

WL 

- 

- 

Lake Aux Betsies 



28 

- 

- 


10 

FREJJOHT 

WL 

- 

X 

barling Creek to 



29 

** , 

- 

Fremont Lake 

LI 

GAASTflA 

WL 

- 

NL110-20-3 

Iron River 



24 

- 

- 


13 

CARDEN CITY 

WL 

- 

- 

Detroit River 



35 

- 

- 


13 

CAY LORO 

WL 

- 

- 

Waste stabilisation 

1 


33 

- 

- 

laeoon 

u 

| 

CIBRALTER 

WL 

- 

- 

Detroit River 



35 

- 

** 


It 

GLADSTONE 

WL 

L 

- 

Little Bay De Noo to 



27 

- 

- 

Lako Michigan 

16 

GLADWIN 

WL 

- 

X 

Cedar Rivor to 



34 

- 

- 

Ti htabflwnssoo River 

IT 

GRAND HAVEN 

WL 

- 

X 

Grand Rivor 



30 

- 

- 


is ; 

GRAND LEDGE 

WL 

L 

X 

Grand Rivor 



30 

- 

- 


19 

* GRAND RAPIDS 

WL 


X 

Grand River 



30 

- 

- 


JO 

GRANDVILLB 

WL 

- 

X 

Grand River 



30 

’ 

- 


11 

GRANT 

WL 

- 

X 

Crockery Creek to 



30 

- 

- 

Grand Rivor 

11 

GRAYLING 

we 

_ 

X 

Au Sable River 



33 

- 

- 


23 : 

GREENVILLE 

WL 

- 

X 

Flat Rivor 



30 

- 

- 


» 

GR03SE ISLE TWP. 

WL 

.. 

D7 

Detroit River 



35 

- 

~ 


n 

CROSSE POINTE 

WL 

_ 

- 

Detroit River 



35 

- 

- 


JS- 

CROSSE POINTE PARKS 

WL. 

- 

- 

Detroit River 



35 

- 

- 


» 

CROSSE POINTE PARK 

WL 

- 

« ■ 

Detroit River 



35 

- 

- 


n 

CROSSE POINTE SHORES 

WL 



Detroit Rivor 



35 

- 



19 

0R03SE POINTS WOODS 

WL 

- 

- 

Detroit River 



35 

- 

- 


y> 

HAumxcic 

WL 

_ 

_ 

Detroit River 



23 

- 

- 



STATE 

YEAR 



MICHIGAN 1 

1962 

PAC ,[■ 

4 of 12 


PE (ROD) 


UN- 

TRCAT1- D 
WASTE 


DIS- 
CHARGED 
WASTE 




REMARKS 


13 


14 


7,G0D 

5-400 


4 r 600E* 

s . nootr* 

19a, ooo 

4 ?. . 

2,460 
30 0 

1 *000* 

120 


34,000* 
1 -OPO 

1 1 7G0 
1.910 

0 

400 

5S0E 

465!?. 


2,270 

0 


5.200 
4. 100 

2 , 000 * 

1 .^>00* 

10,000 

fc.soo 

3,700 
2 - 100 

190,000 

2.400 

2,4O0E* 

2.30QG* 

650 

60 

1.200 

I.»50 


2* 

1 

7 

7 

7 

0* 

7 

7 

7 

7 


3, 600E 
2 . sons 


^Additions programmed by contra at be- 
ttroen 711. & tflch. Dept of Health. 

*Storm water overflow treatment to bo 
constructed immediate ly. 

*No re Liable laboratory data available 
flow records Lacking estimate. 


•"Includes industrial wastes* 

*Se\vera and so wag a treatment plant 
being designed. 

*Inoludeo brewery wastes. 


*Mo data available. 


reliable laboratory data available 


* i960 survey data. 

**New treatment plant ordered. 


"Hoads undor study 

*,Maw primary treatment plant Just 
completed. 

"Treatment program needed for 
remainder of Townehln, 


"Treatment of combined sewer 
overflows provided* 


97 










STATE 

YEAR 

MICHIGAN 

1962 


c:ommi;nitv,5f.\ver 

OR 

SANITARY DISTRICT 
INSTITUTION 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


I960 

Population 


TREATMENT FACILITIES 


HIGHLAND PARK 

HILLSDALE 

HOLLAND 

HOLLT 

hosier 

HOUGHTON 

H 04 ELL 

HUDSON 

HUNTUfOION WOODS 

HIIRCN-CLINTON 
Metropolitan Auth, 
IBLAr cm 

INKSTER 

IONIA 

IRON MOUNTAIN 

•IRON MOUNTAIN 
KInetford* 

IRON RIVER 

IRONfOOD 

IRONTOOD TIP, 

ISHpEMINQ 

ITHACA 

JACKSON 


Wayne 

Hillsdale 

OUaia 

Oakland 

Calhoun 

Houghton 

Livingston 

Lenawee 

Oakland 

Macoab 

Upeer 

Wayne 

Ionia 

Dickinson 

Dickinson 

Iron 

Oogebio 

Gogebic 

Arquette 

Orattot 

Jaqkeoa 



HANCOCK 

Houghlon 

5,022 5,020 C 1*0001 

3 - 

HARBOR BEACH 

Huron 

2.282 2,280 S Q.30C 

0.870 

6.000 

HAREOR POIHTE 

Esuaet 

1,000 I f 000 S X 

0.076 

0,800 

HARBOR SPRINGS 

Earaet 

1,433 1,430 B x 

0.500 

1*600 

HARPER WOODS 

Wayne 

19,995 (19,900) S x 


HART 

Oceana 

1,990 1,000 S x 


HARTFORD 

Van Suren 

2,505 2,250 S x 

0.200 

1.800 

HASTINGS 

Barry 

b,375 6,350 C 0.400 

1.000 

HAZEL PARK 

Oakland 

25,631 (25,000) C* x 

10.000 


(38,065) C x 


Sea Detroit 
Hone 


See Detroit 
See Detroit 


10, 900 S 0,900 1.500 ShOnjCmFtrCmEogOorhaBo 

10.000 - 

23,000 S 3.200 3.400 SnaOaCmEogDotmi’hBo w 

#30.00 - 

2,700 CS 0.400 0.400 SahahCmFthCmEogDfrhBo 
* *’ 3.500 •* 

1.550 S 0.060 0.100 ShCmDfrBo 
1,500 - 

MOO SC UOOO& - Hone# 

4.400 S 0.640E i.350 SchahCtnAaCmEcgDotrhmBo# 

6.000 - 

2,500 S 0,270 0,470 ShahCajFtrCmDorhBo 

3.000 - 

8,700) SC x - See Detroit 


See Detroit 
Hone 

So. Iron Mountain Klngsford 
Joint Sewage Board* 


8,746 

(8,700) SC 

X 


* 

- _ 

- 

15,000 S 

0,060 1,500 

15.000 

1,968 

1,950 s 

0.180 1.000 
3,000 

39,09? 

(39,000) S 

X 

(>,754 

6,600 SC 

X 

9,39-9 

(9,290) 0 

X 

** 

14,370 C 

1.700 3.000 


*’ - 

20.000 

3,754 

3,750 C 

0.330 0*500 
5.000 

10,265 

10,260 SC 

1*100 1*200 
11.500 

2,537 

420 S 

* 0*060 
0.600 

9,857 

8,850 C 

X 

2,6U 

2,600 S 

x 0.100 

50, 720 

"* • 

1.000 

50,700 C 

10U00 20,000 

b- 82,000 








INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SEWER 

LIVE 0,1 

NO SANITARY DISTRICT 
INSTITUTION 


1 Hancock 

1 HARBOR BEACH 

5 HARBOR POIHTG 

4 ; HARBOR SPRINGS 

s HARPER WOODS 

6 HART 

7 HARTFORD 
* HASTINGS 

’ HAZEL PARK 
1£> HIGHLAND PARK 

11 HILLSDALE 

12 HOLLAND 
HOLLY 

14 HOSIER 
HOUOHTOH 
lfi HOWELL 
Ir HUDSON 

'* fimraoTOjf woods 

19 NUROM-CLfNTON 

Metrooolitan Auth, 
«• ; I ML AT CITY 

!l INKSTER 

11 IONIA 

» IRON WOUSTAra 

14 * (ROW MOUNTAIN 

Klnsrgford « 

2 * IRON RIVER 
ft IRON I ODD 
n : IRONIOOD TIP, 

» isHP£*r«o 
29 ITHACA 
» JACKSON 


DRAIN- 

AGE 

BASIN 

|| 


IEEJuZjI 

1 

*- 

33 

- 

•Ei 

_ 

28 

- 

WL 

- 

28 

- 

WL 


35 

- 

WL 

- 

2B 

- 

WL 

_ 

32 

- 

WL 

- 

30 

- 

WL 

- 

35 

- 

WL 

_ 

35 

- 

WL 

, 

32 

- 

WL 

- 

31 

- 

WL 

- 

34 

- 

WL 

- 

31 

- 

WL 


23 

- 

WL 

- 

34 

- 

LE 


1 

- 

WL 

- 

35 

- 

WL 

- 

35 

- 

WL 

_ 

35 

- ■ 

w; 

, _ 

* 

i - 

WL 

- 3 

30 

- ■ 

VL 

. . 

24 

- . 

WL 

- t 

24 

- * 

WL 

- r 

24 

- • 

WL 

- r 

23 

- * 

WL 

- ti 

23 

- - 

WL 

- i 

23 

- . 

WL 

- 3 

34 

- - 

VL 

- 1 

30 

- - 


STATE 

YEAR 

MICHIGAN 

19^2 
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WATER* 

COURSE 

MILEAGE 


DISCHARGE 

TO 


P.E. (BOD) | 



Portage Ship Canal 

Lake Huron 

Little Traverse Day 

Little Traverse Bay 

Detroit River 

South Branch Pentwater 
River to Pentwatar Lake 
Pair Paw River 

Thornapple River 

Detroit River 

Detroit River 

St. Joseph River 

Lake Naoatawa 

Shiawassee River 

South 8ranch of 
Kalamaaoo River 

Portage Ship Canal 

South Branch of 
Shiawassee River 
Bean Creek 

Detroit River 

Lake St. Clair 

Belle River to 
St, Clair River 

Detroit River 
Grand River 
Menominee River 
Menominee River 


- NLUB-28-7 Iron River 

- N23 Montreal River 

** N17-4 Weloh Creek to 

- - Montreal River 

- N2 Carp River and 

* - Dear Lake 

- * Brady Creek to North 

- - Rranoh of Bad River 

- * Grand River 


5,020E 0* “Under order to build trt. facilities 
5.H20G - engineers have been enmloved. 

2,640 7 
210 - 

1,OOOE* 7 “No reliable laboratory data available 
7O0E* - " ‘ 

l,430E* 7 “No reliable laboratory data available 
1 . 


l t OOOE 0* “Project programmed. Plano being 

l.OOOE; - prepared. 

1 “No reliable laboratory data. 

““ “"Additions to riant , 

4,500 7 

3-OOfl ^ 

- ‘♦Storm water overflow treatment to bo 
constructed immediately. 


7*680 7 
z.n?n - 


31.300 k 

21.300 - 


*Naw plant to be in operations 5-U62, 


1*980 7 
600 - 

1,050 3“ "Project programmed for 1962, 

775 - 

6, 900C 0* “Village ordered to build treatment 

6,'JOOE - facility orj^rs, have been e/inri I nved, 

4,500E 7 “Now plant in operations 6 mos, fnad. 

7Q0S - lab. data for eval of new facility. 

2,550 7 
420 - 

“Storm water overflow treatment to be 
constructed immediately. 

15,0002“ 7 “No reliable laboratory data available 
150E* - 

6,760“ 5“ “Plant handling high BOD wastes from 
I ■ 5no - canning wastes. Correction JuJv 1962, 


6,600E 0“ “Nc* plant designed, 
6-AnOE - 


9,400 7 “Joint Sewage Board, 
5.530 - 

3.300 7 
l.ROO - 

5.300 7 
530 ~ 


8,B50E * “Wo serious pollution problem here 
8,B50E - city employed engrs, to study needs. 

2 , 600E 3“ “Prelect programmed, 

150E - 

53,000 U “Project programmed for additons. 
3.605 3* 











JONESVILLE 
KALAYAZOO 
KEEGO HARBOR 

kent cm 

KINOSFORD 
USE ODESSA 
LANOEL U.D. 

V ARSE 
LAMS1NQ 
LAPEER 

LATHRUP VILLAGE 
uwmnt 
Lawrence 
uttoh 

LESLIE 
LIHCOUI PARK 
LIVONIA 
LOWELL 
LlID INGTON 
MACKINAC ISLAND 
MADISON HEIGHTS 
MANCHESTER 
MANISTEE 

manistique 

MARINE CITY 

MARLSTTB 

MARQUETTE 

MARSHALL 

MARYSVILLE 

MASON 


Hillsdale 

Kalamazoo 

Oakland 

Kent 

Dickinson 

Ionia 

Inghaa 

Baraga 

Inghaa 

Lapeer 

Oakland 

Houghton 

Yan Suren 

Van Buren 

Inghaa 

Wayne 

layne 

Kent 

Mason 

Mackinac 

Oakland 

Washtenaw 

Manistee 

Schoolcraft 

Saint Clair 

Sanllao 

Marquette 

Calhoun 

Saint Clair 

Ingham 


2,397 

107,807 

6,160 

3,556 

3,058 

773 

1,402 

1,807 

53,933 

66,702 

2,545 

9,421 

942 

33,343 

1,568 

8,324 

4,875 

4,404 

1,640 

19,824 

6,736 

4,065 

4,522 


7.200 12.000 Kaon* 

100.00 - 

x - See Detroit 

3 0.050 CsFfl 
0.500 - 

See Iron Mountain-Ktngsford 
Joint Sewage Board, 
i 0,500 SchCmFthCmEogDfhr 

9.100 

0.100 SohGmCmAmCmEcgDomrhBo 

16,000 - 

1 0.400 SoGaCmAaCmEgcDorhBo 

4.000 - 

► 20,000 SadmApCraAflCmEog 
LOO. 00 DoremsZoVvXnLs 

-J 1,200 None 

- . 12.000 ^ 

SC x - See Detroit 

# 

C x 0,030 Cfl 

3.000 - 

3 x 0,100 SohCtnEcgDfrhBo 

1.000 - 

S 0.L4OE 0,240 (Soh)Lo* 

2.400 *- 

C 0,200 0.210 SomCmOhEogDfrhBo 

2.100 - 

C x - See Wayne County Disposal System 

~ Wyandotte Plant 

* x - See Detroit 


C x 0.200 Ce 

2.000 - 

SC 1.550 1.000 SoOtnCmEcgDfrthBa 

10.000 - 

S x* - Dilution 

CS x _ See Detroit 

C 0.310 O.lflO SchOhCmFthCmEogDorhBo 

1.800 - 

C 0.3B0E 0.700 ShQhCmEogOf trehBo 

“ x - 

C 1.400 1,500 SchGmCmEcgDcrthBo 

6.000 ' 

1.500 ShOuiCmEogDcrhBo 

6,000 - 

« None 

3.000 SmGmCmEogDorhBo 

20,000 - 

3.500 SoCmEogDf rhBo 

8.000 - 

1.000 SoQ ®CtnEogDorheBo 

lo.oon, - 

0.350 SchGhCmAaCfflEogDftrhBo 

7.000 1 ^ 














INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

vn ah 


MICHIGAN 

1962 

IWiE 6 of 12 


UVS 

VO 

COMMUNITY, SEWER 

DR AIM- 
AGE 
BASIN 

WATER- 

COURSE 

MILEAGE 


P.E. (BOD) 

i§ 

Li 

z 

ll 

2 H 

x< 

REMARKS 

DISCHARGE 

TO 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

Mai- 

Min 

Sub. 


___ 

■MKEgrcil 


ihmbhhh 

m 

HI 

U 

12 

■EBl 

mi 

15 

"" J 

J0NR5VILLB 

ffl 

B 

X 

St. Joseph River 

1,593 

0* 

"Project programmed - engineer's 



32 

- 

- 


] 

„ 

report completed. 

1 

KALAHAZOO 

VL 

- 

X 

KaLamozoo Rivor 

75,360 

7* 

"Utilized only during periods of min. 



31 

- 

- 

- 

41 ,040 

- 

etr. flow. Future necd3 under study. 

3 ! 

KEEGO HARBOR 

VTL 

- 

- 

Detroit River 

_ 





35 

- 

- 


- 

- 


4 

K£NT CITY 

*L 

- 

X 

Ball Creek to 

frOOB* 

7 

*Mo reliable laboratory data available 



30 

- 

- 

Rn*»m River 

IOOE* 

- 


S 

K 1 NOS FORD 

WL 

- 

- 

Menominee River 

- 

- » 

"■See Iron Mountain - JUngsford Joint 



24 

- 

- 


- 

- 

Sewage Board Data. 

6 

LAKE ODESSA 

WL 

- 

- 

Jordan Lake 

2, COO 

7 




30 

- 

- 


420 

- 


T 

LANDEL M.5>. 

WL 

- 


Sycamore Creek and 

20 , 000 


"Plant to be abandoned next year 



30 

- 

- 

Orand River 

1 ,000 

- 

treated in Lansing's main nlant. 

3 

L r ANSE 

«L 

- 

HI 

Meadow Creek 

2 , 280 

7 




23 

- 

- 


280 

- 


9 

LAHSTfiG 

WL 

- 

X 

Orand River 

132,000 

7* 

"Studies under way for future needs. 



30 

- 

- 


12 . 400 

- 


19 

LAPEER 

WL 

- 

X 

Farmers Creek and South 

5,030 

7 




34 

- 

- 

Rranch of Flint River 

1,265 

- 


hi 

LATHRUP' VttiLAOE 

WL 

, 


Detroit River 

_ 

_ 

"Separate storm sewer 3ya tem is under 



2J 

- 

- 


- 

- 

construction. 

12 

LAURIUM 

WL 

- 

M2-2 

Trap Rock River to 

3,0506 

7 




23 

- 

- 

Torch Lake 

2,4400 

- 


II 

LAURENCE 

ffL 

- 

S1P25 

Paw Paw River 

X* 

7 

"No reliable laboratory data . 



32 

- 

- 


X* 

- 


[4 

LAVTON 

WL 

- 

X 

tteat Branch of 

X 

7 

"Lagoon aye. placed in operation U-15 



32 

- 

- 

Paw Paw River 

X 

- 

-bl. No data available on new install. 

13 

LESLIE 

»L 

_ 

X 

Hunter Creek to 

1,000 

7 




30 

- 

- 

Orand River 

440 

- 


E4 

LINCOLN PARK 


- 

- 

Detroit River 

• 

_ 





- 

- 


- 

- 


17 



_ 

- 

Detroit River 

_ 






- 

- 


- 

- 


ia 


t J 

- 

X 

Flat River 

X 

0* 

"Project programmed. 




- • 

- 


X 

- 


19 

LURIIiaTOH 

!! 

* 


Pere Marquette Lake 

7 , 140 

7 





- 

- 


5,220 

- 


10 

MACKINAC ISLAND 


_ 

_ 

Deep water off shore 

940E 

7 

"Large variation bocauao of tourist 




- 


dinnhnrpTA 

04 OE 

- 

industry, -Ho reliable data. 

21 

uadiro^ he lours 


_ 

_ 

Detroit River 

_ 


"Storm water overflow treatment to be 



*! 

- 

- 


- 

- 

inotaUad immediate 1 

22 

MANCHESTER 


. 

X 

River Raisin 

1,020 

7 





~ 

- 


70 

- 


« 

MANISTEE 


- 

U4 

Manietee River 

3,050 

7 




26 

- 

- 


1.015 

- 


24 

WANISTTQUE 

WL 

- 

Nl 

Manl3tique Rivar 

830 

7 




27 

- 

- 


440 

- 


2S 

MARINE CITY 

WL 

- 

St.ClQ 

St. Clair River 

4,400E# 

7 

"No reliable laboratory data available 



35 

- 

- 


3.500B* 

- 


16 

HARLBITE 

WL 

_ 

X 

Duff Drain to South 

1,700 

7 




34 

- 

- 

Branch of Case River 

45 

- 


■27 

MARQUETTE 

WL 

_ 

_ 

Lake Superior 

11,900 

7 




ICE 

- 

- 


6.200 

- 


IS 

MARSHALL 

WL 


X 

Kalamazoo River 

6,600 

7 




31 

- 

- 


5.670 

- 


» 

MARYSVILLE 

WL 

, - 

St,C3l 

St, Clair River 

3,515 

7 




35 

1 - 

- 


1 .S40 

- 


10 

MASOH 

WL 

, . 

X 

Sycamore Creek to 

7,690 

7 





1 - 

- 

Red Cedar River 

230 

. . r«i 



101 
















INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, 5 FAVER 
OR 

SANITARY DISTRICT 
INSTITUTION 


I960 

Population 


Des’d 

2 £ Fnr 

Estimated m 9 Average 


Population 

Served 


M h "V * 

O 6. DailvFlwv 

gS *-#- 

> < O P.E. 
<02 (1000»s) 


I PAGE 


TREATMENT FACILITIES 


TREATMENT 


UELVTMDALS 


( 13 , 090 ) 


See Detroit 


KIDDLEVILLE 


MOUNT CLEMENS 


U0UMT PLEASANT 


UONfSTNa 


* MUSKEGON 


Muskegon 


UUSKEOON HEIGHTS Muskegon 

NANKIN TWP* Wayne 


11,200 SC 2.550 1,200 SoOmCmEcgDorhBo 

12,000 " 

1,180 S x 0.100 ShClEogBo 
1.500 - 

27.000 CS 2.200 4.000 ScGmCmFthEcgZoVvXp* 

38.000 - 

4,100 C 0*370 0,450 SchCraFtrEcgOorhBo 
4,300 - 

4,000 S 0,700 0.690 ShCiFthCnEagBo 

2,000 - 

22,900 SC 2.400 6,000 SoGmCmEogDfrtshBo 

20.000 - 

22.000 C 2.300 3,000 SohOmCmFthEcgDfrhBo 

30.000 - 

12.000 x x 2.500 C 

20.000 - 

4,220 SC 0 , 620 * 0 . 434 * ShGmCmEcgDomtrhBo 
5.420 - 

46.000 C 7*100 10,000 SoGmCmEcgDf rhZoVv 

00,000 - 

19,500 S 1,600 2,140 SmdhCmAaCmEegFaOofrtllooOo 


( 35 , 000 ) 


See Detroit 


NASHVILLE 


NBOAUNEB 


NEi BALTIMORE 


NEWBERRY 


Marquette 


6,126 C 0*550 1.000 SohOhCmFtnCmDorliBo 

jn.nnn - 

* 0,750 ShQhCmFthCflEogDofrhtBo# 

6.000 - 


NEI BUFFALO 


NEW HAVEN 


NORTH BRANCH 

* NORTHERN MICHIGAN 

V. c. 

NORTH MUSKEGON 


NORTHVILLB 


Houghton 

Muskegon 


OAK PARK 


ONTONAGON 


Dickinson 


Ontonagon 

Allegan 

Shiawassee 

Shiawassee 


1,950 SC 0.125 0,230 SchAfnCpEogDtrhBo 
2,300 - 

600 C 0*100 0,360 SohCmFtrCmEogDfrhDo 

3.500 - 

10,900 CS 2.400 3.000 SeGuiCmEcgDerhtBo 

20,000 - 

x 0,100 Co 
1.000 - 
x* 0.150 Ip 

1.500 “ 

0,270 0.850 SoCmEogDfrtBo 
5.000 - 

x - See Detroit 


( 36 , 000 ) 


See Detroit 


2»350 C 0,190 0.328 SoQaCraEogDf rhBo 

5,200 - 

4,000 S 0,320 0*576 SchQhCroApFthCmEogDfrhBo 

. ** - • 5,400 - 

310 c x - None 


3.000 2.000 ShQhKmcCraEogDorbBo 

20,000 " 







INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINE 

NO 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN 

AGE 

BASIN 

- \W 
CO 
MIL 

Maj 

Min 


-- . 

9 

IKE 

IU£ 


1 

HELVIMDALE 

WL 

- 

_ 



35 

i - 

- 

2 

MENOMINEE 

WL 

_ 

M2 



24 

- 

- 

3 

MIDDLE VILLE 

WL 


X 



30 

- 

- 

4 

MTDLAMD 

Wl 


X 



34 

- 

- 

5 

MILAM 

WL 

_ 

X 



36 

- 

- 

6 

MILFORD 

WL 

_ 

X 



36 

- 

- 

7 

UOtfROE 

WL 


R0.5 



36 

- 

- 

8 

MOUNT CLEMENS 

WL 


725 



35 

- 


9 

BOtlKT PLEASANT 

WL 

- 

X 



34 

- 

- 

to | 

HUN I SING 

WL 

_ 

N1 



23 

- 


11 

A MUSKEGON 

WL 


_ 



29 

- 

- 

12 

MUSKEGON HEIGHTS 

WL 


6 



29 

- 

- 

13 

NANKIN TWP. 

WL 

_ 




36 

, 

* 


NASHVILLE 

WL 

_ 

725 



30 

** 

- 

35 

NEOAJMES 

WL 


x 



27 

- 

- 

16 

HEW BALTIMORE 

WL 


725 



35 

- 

- 

17 

NEWBERRY 

WL 


N60 



23 

- 

- 

ia 

HEW BUFFALO 

WL 

_ 

ao*5 



32 

- 

- 

19 

NEW HAVEN 

WL 

_ 

725 



35 

- 

- 

20 

NILES 

WL 

.. 

S27 



32 

- 

- 

21 

NORTH BRANCH 

WL 


X 



34 

- 

- 

22 

* NORTHERN MICHIGAN 

WL 

- 



W, C, 

23 

- 

- 

23 

WORTH MUSKEGON 

WL 

_ 

_ 



29 

- 

- 

24 

NORTRVILLE 

Wl 





35 

- 

- 

25 

NORWAY 

WL 

- 

N84-2 



24 

- 

- 

26 

OAK PARK 

WL 

_ 

„ 



35 

- 

- 

27 

ONTONAGON 

VL 


Nl 



23 

- 

- 

28 

OTSEGO 

WL 

_ 

X 



31 

- 

- 

29 

ovro 

WL 


X 



30 

- 

- 

30 

0W03S0 

Wl 

_ 

X 



34 

- 

- 


STATE 



MICHIGAN I 

■ ■ | ■" " ■-T"" -I-— 1 




DISCHARGE 

TO 


P.E. HIOD) 


UN 

TREATED 

WASTE 


DIS 

CHARGED 

WASTE 


REMARKS 


13 


Detroit River 

Uenoninea River 

|Thornappi© River 

Ti ttabawassee River 

[saline River 

Huron River 

River Raisin 

Clinton River 

Chippewa River 

Anna River 

Muskegon Lake 

Black Creek to 

Mnna Lake to Lake Mich. 

Detroit River 

Thornappie River 

Dry ditch to Branoh of 
East Branch Esoanaba R. 

Crappo Creek and 
l.nke Rt. Clair 

Tatiquamenon River 

QaLlen River 

Sait River 

St* Joseph River 

County drain to 
Flint River 
Land 

Muskegon Lake 

Detroit River 

Sewer Creek to 
Menominee River 
Detroit River 

Ontonagon River 

Kalamazoo River 

Alder Creek to 
Maple River 

Shiawassee River 


3 , 610 * 

s>. no 

X , 2G0E* 
850E* 

21,600 

IP . 600 

1,500 

360 

4.800 
1 .?nr> 

21,000 
1 4 . 400 

15.000 

3 . *sr> 

12.000 

1.800 

3,700 

42.000 

34.000 

16,200 
P 170 


l t 000 

1 .ono 

3,610 

550 


5*075E 

5.075E 

1,655 

250 

600 

65 

8,520 

3.^30 


X* 


i,L 30 E 

0 

3,060 

1 , 700 


3, L70E 
3. I70E 


1,170 

650 

5,460 

3.740 

310E 

18 # 360| 

4.020 


•Based on volatile aolido, 

•Ho reliable laboratory data. 

*Rer plant expect to be completed 1963 


•Meeds for future growth under study. 


"Reason for apparent high flows being 
investigated* 


•Project programmed, report being 
prepared. 


•Mew plant placed In service Oct* 1961 
Complete new sever s vs tern. 

•Unlawful poll, not demonstrated ; there 
is a program to determine needs. 


•No laboratory data. 
•Mo data available, 


•Unlaw, poll, hae not been demons. 
Employed ensrs to determine needs, 
•Storm watar overflow treatment to 
be construoted immediately. 


•Mo need recognized for treatment.* 
Under surveillance. 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 








Des'd 

TREATMENT FACILITIES 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 




5 

£ 

For 



COUNTY 

I960 

Popu larion 

Esrimatcd 

B 

V) 

m3 

Average 



Popular ion 
Served 

> 

on 

ed 

0 u- 
fid 3 n 

Daily Flow 
MGD 

TREATMENT 

UNI 

NO. 







P.E. 







> < 0 








<02 

(1000's) 



! 

2 

3 

4 

5 

6 

7 

8 


PARCHMENT 

Kalatuaaoo 

1,565 

1,500 

S 

0*330 

0.180 

SohCmFthCroEcgDf o trhBo 

1 



- 

- 

- 

- 

1*800 

- 


PAW PAW 

Van Buren 

2,970 

2,500 

s 

0*350 

0*700 

SoCmEcgHoVvXp* 

3 



- 

- 

- 

- 

23,000 

- 


PEN Tiff ATE R 

Oceana 

1,030 

1,030 

sc 

X 

0,150 

CoEcg 

3 



- 

- 

~ 

- 

2.000 

- 


PET03KEY 

Emmet 

6,138 

6,100 

s 

0.540 

0*870 

SchGhCraKmcCitiDtrpBo 

4 



- 

- 

- 

- 

10,000 

- 


PETOSREY 

Emmet 

* 

2,000* 

s 

X 

0.250 

CsEgFo 

1 

Bay View Association 


- 

- 

- 

- 

2,500 

- 


PINCOMNINO 

Day 

1,329 

1,200 

sc 

0.140 

0.150 

ShGliClFtrCmEcgBo 

6 



- 

- 

- 

- 

1.500 

- 


PLAINWELL 

Allegan 

3,135 

3,000 

s 

X 

0.400 

SchGhCmFthCmEcgDfrhtBo 

7 



- 

- 

- 

- 

4.000 

- 


PLEASANT RIDGE 

Oakland 

3,807 

(3, 800) 

s 

X 

- 

See Detroit 

A 

PLYMOUTH 

Wayne 

8,766 

(8,700) 

s 

X 

- 

See Detroit 

9 

PLYMOUTH TUP. 

Wayne 

8,361 

(4,000) 

X 

X 

- 

See Detroit 

ID 

PONTIAC 

Oakland 

82,233 

75,000 

sc 

12.000 

19.400 

Smg ( Cma Ap) CmAaCmEog 

11 



- 

- 

- 

- 

172.80 

DfholJoBoVvZcXn 


PORTAGE TffP. 

Kalamazoo 

750 

750 

s 

X* 

0.270 

SchAaCmEogHrncVvXp 

n 



- 

- 

- 

- 

2.400 

- 


PORT HURON 

Saint Clair 

36,081 

55,000 

0 

11,740 

13.500 

SroGmCmGcgDcrliatVvZilBo 

13 



- 

- 

- 

- 

45.000 

- 


PORTLAND 

Tonia 

3,300 

3,300 

sc 

O.UO 

0.360 

SchCmEcgDfrhDo 

H 



- 

- 

- 

- 

5.500 

- 


QUINCY 

Branoh 

1,602 

1,550 

s 

0.100S 

0.090 

ShCmCgDpoBo 

IS 



~ 

" 


- 

1.200 

- 


REDFQRD TWP. 

Wayne 

71,276 

(65,000) 

X 

X 

- 

See Detroit 

16 

reed cnr 

OaoeoLa 

2,184 

N 

§ 

s 

0*180 

0.204 

SohGhCmEcgDf rhBo 

IT 

RICHMOND 


“ 

- 

- 

- 

3,000 

~ 


Haootab 

2,667 

2,660 

s 

X 

0.500 

SlimOhCmFtrCroEcgDohrtBo 

IS 



- 

- 

- 

- 

5.000 

- 


RIVER ROUGE 

Wayne 

18,147 

(18,145) 

c 

X 

_ 

See Wayne County Se*ago Disposal 

19 

RIVERVIEf 


~ 

“ 

- 

- 

- 

System - Wyandotte Plant 


Wayne 

7,237 

(6,000) 

cs 

X 

- 

See Wayne County Disposal Syotom 

20 



“■ 

*- 

- 

- 

- 

Wyandotte Plant 


ROARING BROOK 

Emmet 

X 

X 

s 

X 

X 

CsFtlfj* 

11 

ROCHESTER 

Oakland 

5,431 

5,400 

c 

0*750 

X 

2*000 

SchOmCmAaCm 

II 

ROCKFORD 


- 

- 

- 


20,000 

EogDfrhtBo 


Kant 

2,074 

2,000 

s 

X 

0.365 

SmCmlloZl LVv 

n 



' ”• 

- 

- 


2.000 

- 


ROCJOffOOD 

Wayne 

2,026 

2,000 

c 

0.350E 

0,100 

ShCoEgX* 

21 

ROGERS CITY 


- 

- 

- 

_ 

1.000 

- 


'Presque Iale 

4,722 

4,500 

s 

0.380 

0*540 

ScCmEogDhcrBo 

n 

ROMEO 

1 Mao o mb 

3,327 

3,300 

sc 

0*400 

6.000 

0.260 

ShOhClEogBo 

h 



- 

- 


_ 

2.600 

- 


ROMULUS 

Wayne 

1,798 

2,000 

s 

0.450 

0.400 

ShCaiFtrEgX 

J 7 

ROOSEVELT PARK 

Muskegon 

2,578 

( 2 , 570 ) 

s 

X 

4.000 

See Muskegon 

IS 





~ 

- 

* 

- 

- 



sBo 


STATE 

gga 


MICHIGAN 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


YEAR 


MICHIGAN 



"t 

DRAIN- 

AGE 



P.E. (BOD) 

i 


COMMUNITY, SFAVER 









WATER* 


UN* 

z 


OR 



OL. 1 1 1 1 r\ ij L, 


UNF 



COURSE 


TREATED 


NO. . 

SANITARY DISTRICT ^ 

■ 1 


MILEAGE 

T° 

WASTE 

si 

INSTITUTION v 




D1S- J 

3 a 



■■ | 




:harged - 

14 







WASTE 


■hkhmi 

at 

mi 

11 

12 

MHBHil 

m 

1 

PARCHMENT 

1 

11 

X 

Kalamazoo River 

2 f 760 

7 



1 

1 

- 


360 

- 

t 

PA* PA* 

WL 

- 

X 

Paw River 


7 



32 

- 

- 




i 

PENT WATER 

WL 

- 

- 

Pontwater Lake 

K* 

7 



28 

- 

- 


t* 


4 

PETCSKFY 

WL 

- 

- 

Little Traverse Bay 

8,830** 

7 



28 

- 

- 


4.430 

- 

* 

FET03KEY 

WL 


- 

Lake Michigan 

2,000 

7 


Day View Assocation 

28 

- 

- 


300 

- 

6 

PIHCONNINO 

WL 

- 

P5 

Pinconning River to 

1,500 

7 



33 

- 

- 

Lake Huron 

240 

- 

7 

PLA1MWELL 

WL 

- 

X 

Kalamazoo River 

4,200 

7 



31 

- 

- 


570 

- 

B 

PLEASANT RIDGE 

WL 

- 

- 

Detroit River 

_ 

_ 



35 

- 

- 


- 

- 

9 

PLYMOUTH 

WL 

- 

- 

Detroit River i 

- 

* 



35 

- 

- 


- 

~ 

10 

PLYMOUTH THP. 

WL 

- 

- 

Detroit River 


_ 



35 

- 

- 


- 

- 

II 

POHTIAC 

WL 

- 

X 

Clinton River 

76,800 

7* 



35 

- 

- 


10,900 

- 

n 

PORTAGE T*P. 

WL 

_ 

X 

Kalamazoo River via 

X** 

7 



31 

- 

• 

Davis Creek 

X 

- 

n 

PORT HURON 

WL 

- 

St.C36 

St, Clair River 

47,500 

7 



35 

- 

- 


31.400 

- 

U • 

PORTLAND 

WL 

- 

X 

Grand River 

950* 

7 



30 

- 

- 


560 

- 

15 

QUINCY 

WL 



Marble Lake 

1,380 

» 



32 

- 

- 


1.140 

- 

16 

REDFOftD TWP. 

Wl 

- 

- 

Detroit River 

- 

- 



35 

- 

- 


- 

- 

IT 

REED CITY 

WL 


X 

Hershey River to 

3,900* 

7 



29 

- 

- 

Muskacron Rivor 

z.sno 

- 

IS 

RICHMOND 

WL 

- 

X 

Open ditoh to 

X 

7* 



35 

- 

- 

Salt River 

X 

- 

19 

RIVER ROUGE 

Wl 

- 

- 

Detroit River 

- 

- 



35 

- 

- 


• 

- 

20 

RIVERVIE* 

WL 

_ 

- 

Detroit River 

- 

- . 



35 

- 

- 


- 

- 

2 ! 

ROARING 8 ROOK 

WL 



Lake Michigan 

X 

7 



28 

- 

- 


X 

- 

22 

ROCHESTER 

Wl 


X 

Clinton River 

8,560 

7* 



35 

; - 

- 


4-3*0 

- 

23 

ROCKFORD 

Wl 

t _ 

X 

Rogue River 

2,000B* 

7 



3C 

) - 

- 


1.200E* 


24 

ROCKWOQD 

Wl 

4 - 

HG.5 

Huron River 

2,640 

L* 



3( 

> - 

~ 


I-7S0 

- 

25 

ROGERS CITY 

Wl 

J _ 

X 

Huron River 

2,600 

1 7 


3; 

5 - 

- 


1.300 

1 - 

26 

ROMEO 

Wl 

j ** 

X 

North Branch of 

l,83C 

\ 2* 



3! 

3 - 

- 

Clinton River 

I.67C 

l - 

27 

ROMULUS 

Wl 

3! 

1 - 

X 

Detroit River 

1,632 

235 

i 7 

28 

ROOSEVELT PARK 

W) 

L - 

- 

Muskegon Lake 

- 

- 



z* 

? - 

- 


*■ 

“ 

29 

ROSCOMMON 

Wl 

L - 

X 

Au Sable River 

800E 

2 7 


3: 

3 - 



5501 

H ~ 

50 

ROSEVILLE 

w 

L - 

- 

Detroit River 

- 

- 



3 

5 - 

- 





1962 
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REMARKS 


IS 


•New plant in operation 6 months. 
Insufficient tab. data to date, 

•No reliable laboratory data available 

•Nominal pop. Increase substantially 
during summer bv tourists. 

•Summer months only. 


•Storm water overflows treatment to 
be constructed Immediately. 


•New activated sludge plant. 

•Present load is approx, 20* of design 
Data inadequate. 


•Raw sewage sampling 
methods under study, 

•Project under study. 


•Includes waste from milk, 
processing plant, 

•New additons to plant 
completed December 1961. 


•Disposal by soil absorption. 

•New activated sludge plant 
under construction. 

•New laboratory facilities 
being Installed now. 

•Plans for expansion being prepared. 


•Enforcement proceedings started 1961 
for new plant. 


•Storm water overflow treatment 
programmed. 
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COM MUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


I 960 Estimated 

Population Population 

r Served 


STATE 

YEAR 


MICHIGAN 

1962 

PACK 


ROTAL OAK 
ROYAL OAK TIP, 

* SAG THAI 
SABINA* TIP. 

SAINT CHARLES 
SAINT CLAIR 
SAINT CLArR SHORES 
SAINT I0NACE 
SAWT JOHNS 
SAINT J03EPH 
SAINT LOUIS 
SALINE 
SANDIEST 
SAUGATUCK 
SAOLT SAINTE HARIE 
SCOTTSVrtLE 
SESEWAINO 
SOUTHFIELD 
S0UTH3ATE 
SOUTH HAVEN 
SOUTH LION 
SOUTH RANGE 
SPARTA 
SPRING LAKE 
STAN BAUGH 
STANBISH 
STEPHENSON 
STERLING T»P, # i 
STERLING lip, f 2 
STURGIS 


Oakland 
Oakland 
Saginaw 
Saginaw 
Saginaw 
Saint Clair 
Naoojsb 
Hacklnao 
Clinton 
Berrien 
Gratiot 
Vaahtenaw 
Sanllao 
Allegan 
Chippawa 
Maaon 
Huron 
Oakland 
Wayne 
Van Suren 
Oakland 
Houghton 
Kant 
Ottawa 
Iron 
Arenac 
tUnoainea 
Raooab 
Macoab 
Saint Joseph 



TREATMENT FACILITIES 


treatment 


00,612 (80,000) C* x 
9,500 {9,500) C x 


See Detroit 
Seo Detroit 


VM65 107,000 C 16*000 15.500 Stn!3mCroEcgVvZi IXn 

130.00 - 

15,619 (9,000) C x - See Saginaw 

1,959 1,000 C x - None 

4,538 4,535 C 0.495 0*590 ShOmCmEcgDorliBo 

8.000 - 

76,657 (70,000) C* x - See Detroit 

3,334 3,330 S 0,640 1.400 ShOhCmEogDfrh 

6,000 - 


5,629 

5,600 SC 

0*400 

1,000 

SchCniFthCmEgDcrhBo 

** 

“ 

- 

10.000 

- 

11,755 

di,500) sc 

X 


See Renton Harbor 


- 

- 

- 

3t. Joseph Jt. Plant 

3,808 

3,800 SC 

0.505 

0.600 

SohUhCmEogDf rhD-o 

" 


- 

4.500 

- 

2,334 

2,300 CS 

0,150 

0*200 

SahOhCmFtrCrnEogDf rhHo 



- 

2.000 

- 

2,066 

2,000 CS 

0.327 

0*643 

ShQhCmFthFsCrnEcgDfrho 


” 

“ 

2*050 

- 

927 

500 S 

0,035 

0,050 

ShCmAcCtnAoCmEogDor 



- 

0.500 

- 

18,722 

12,000 C 

1.600 

5,750 

SchOjnCmEcgDoehrtBoVv 


- 

- 

25*000 

- 

1,245 

1,245 C 

X 

- 

None 

2,026 

2,025 0 

X 

_ 

None 


f 1,501 ( 55 »°W c X - See Detroit 

-9.40, (Z0 > 00 °) CS X - See Wayne County Disposal System 

- - - Wyandotte Plant 

^>*49 6,500 S 1.500 1,330 ShOhCiEogBo 

14.000 - 

^ 1,753 1,700 s G*170 0.5Q0 ScCmAoCmEogDofrtBo 

s.nnn 

760 C x* x Cfl 

7 x 

„2 t 749 * ,74 ° 3 °*250 0*400 ShahCimFthEogDfrhBo 

6.000 - 

2, Obi 2.060 C 0.2S0* O.IQO ShClBogBo 

1 871 ' " " 1 ‘ 830 ' 

- ’ 1,87(3 8 °»13< 0,300 SehOhCnAtnCroEcgDtrhBo 

... * ’ * ’5. 000 - 

. ’ 1,000 08 °- 22 <> 0,195 SohOhCniFthCmEogDfrhBo 

1.500 - 

. 820 820 S x 0.075 CeFtrBo 

H bn ' ' ’ 0,750 ’ 

- ’ 9,000 8 °.9BO 2.000 SohCmAaFtrhCmEogZoVv 

20.000 ~ 

!’ 400 8 °-074 0.210 SehCpBegFs[Aa*]CDa , ’3Bo 

8 VIS ‘“2* 100 “ 

.* 0,500 s 1,060 1,480 ShCmDonrbBo 

1 " r | ~ 14.800 - 












INVENTORY OF MUNICIPAL WASTE FACILITIES 


ilS'E 

NO. 

COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

fEEB 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

P.E. (ROD) 

1 

Z. 

SE 
~ e 
5 a 

REMARKS 

UN* 

TREATED 

WASTE 

Maj. 

Min 

Sub. 

DIS- 

CHARGED 

WASTE 


9 

Da 

rrm 

11 

(2 

13 

m 

15 

1 

1 ROYAL OAK 

WL 

- 

- 

Detroit River 


m 

*3 torn water overflew troatment to be 



35 

- 

- 



_ 

constructed immediately. 

t 

ROYAL OAK TWP. 

WL 

- 

- 

Detroit River 

_ 


*Storm water overflow treatment to be 



35 

- 

- 


- 

_ 

constructed immediate ly. 

i 

* SA3IWAS 

WL 

- 

X 

Saginaw Rlvor 

L05 r 000 





34 

- 

- 


7fl.nn0 

- 


4 

SAGINAW TIP, 

YiL 

_ 


Saginaw River 






34 

- 

- 





5 

SAINT CHARLES 

WL 

- 

X 

Bad (liver to 

1,000 

0* 

•Treatment needs being studied. 



34 

- 

- 

Rhiov/artsoe River 

) . nno 

- 

Engineers report completed. 

6 

SAINT CLAIR 

WL 

- 

St.C26 

St. Clair River 

4.500E* 

7 

*No reliable laboratory data available 

II 


35 

- 

- 


2.700E* 



1 

SAINT CLAIR SHORES 

WL 

- 

- 

Detroit River 


_ 

*Storm water overflow treatment 

H 


35 

- 

- 


- 

_ 

programmed. 


SAINT iGNACE 

WL 

- 

- 

Lake Huron 

3,600 

7 




a? 

■* 

- 


2.000 

, 


□ 

SAINT JOHNS 

WL 

- 

X 

Hoyworth Creek to 

4,250 

7 




30 

** 

- 

Vanin River 

] .o?o 



n 

SAINT JOSEPH 

WL 

- 

- 

St. Joseph and 


_ 




32 

- 

- 

Paw Paw Rivera 

- 



ii 

SAINT LOUTS 

WL 

- 

X 

Pine River to 

450 

7 




34 

- 

- 

CMnnnwn River 

1 .'*05 

_ 


i* 

SALINE 

WL 

- 

X 

Saline River 

3,000 

7 




36 

- 

- 


330 



15 

SANDUSKY 

WL 

- 

X 

Open ditch to 

3,020 

7 




35 

- 

- 

Black River 

40 

« 


14 

SAUQAIUCK 

WL 

- 

K3 

Kalamazoo River 

540 

7 




31 

- 

- 


420 j 

- 


If 

SAULT S A KITE HAIUE 

WL 

- 

N12 

St. Warya River 

1 , 510 = 

7 




27 

- 

- 


i.moj 

« 


16 

SCOTTSVILLE 

WL 

- 

Ptl 14 

Pere Marquette River 

l,245fi| 

0* 

*Pro}aot programmed. 



20 

** 

- 


i.^Bi 

- 

Engineers en^n^ed* 

17 

SEBEWAWO 

WL 

- 

SI 

Sebewaing River 

2,025e! 

7* 

*No pollution problem recognised. 



33 

** 

- 



- 

Undor continuing ourveilUnce , 

\9 

SOUTHFIELD 

WL 

- 

- 

Detroit River 

- | 

_ 

* Storm water overflow treat. to be cone 



35 

- 

- 


~ 1 

- 

immediately for area trib.to Clinton R 

D 

SOUTIIOATE 

WL 

x 

- 

- 

Detroit River 

; ! 

- 


10 

: SOUTH HAVEN 

WL 

„ 

K2 

Black River 

14,000; 

4* 

•Project for addition programmed 



31 

- 

- 


ft.nnoj 

- 

Engineers etudv nearly completed. 

?l 

SOUTH LYON 

I WL 

- 

X 

Novi-Lyon Drain to 

1,100 

7 




36 

- 

- 

Huron River 

no 

. 


n 

SOUTH RANQE 

WL 

- 

N6-1-R2 

Pilgrim River to 

760E 

7 

•Ho data available. 



23 

- 

- 

Portage Lake 

sins 

- 


if 

SPARTA 

i WL 

- 

X 

Rouge River 

? t 510* 

7 

•Includes industrial waste. 



30 

- 

- 


165 

- . 


14 

SPRING LAKE 

WL 

- 

5 

Grand River 

1,425* 

7 

* 1961 survey data. New laboratory 



30 

- 

- 


1,370* 

- ■ 

Installed December 1961, 

is 

STA5ISAUGH 

WL 

- 

NU LB-28-8 

iron River 

1,290 

7 




24 

- 

- 


150 

- 


16 

STAN DISH 

WL 

- 

P7 

Middle Branch of 

1,060 

7 




33 

* 

- 

Pine River 

270 

- 


27 

STEPHENSON 

WL 

_ 

N24-13 

Little Cedar River 

02OE 

1* 

♦♦Engineers have been retained to 



24 

- 

- 


160G 


design new facilities. 


STERLING TfP. ff \ 

WL 

_ 

! X 

Clinton River 

6,040 

7* : 

•Activated sludge plant under aorta tr. 



35 

- 

L * • 


1.660 


Abandoning trickling filter. 

» 

STERLING TIP. ft Z 

WL 

I _ 

; X 

Beaver Creek to Red Run 

1,000 

7 

•Contact stabilization 



35 

j - 

- 

Drain to Clinton River 

20 


°Aeroblc digester 

» 

STUROI8 

WL 

1 _ 

X 

Farm River 

16,550 

3*! 

•Needs for additional treatment 



32 

- 



12.220 


under study, 



YEAR 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


MICHIGAN 

196a 

PAGE 1 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


1960 

Population 


Estimated 

Population 

Served 


»2 

< ^ 
* 2 
w i=J 

> < 
< O 


Des'd 

For 


Average 

JOatlyFlow] 

MGD 


P.E, 

(tOOO's) 


TREATMENT FACILITIES 


TREATMENT 


1 


* 


4 


BUTTONS SAT 

TAfAS cm 

TAYLOR TIP, 
TECUYSEH 
THREE RIVERS 
TRAVERSE CITY 
TRENTON 
TROT 

TROY (Southeast) 

IfTICA 

VASSAR 

VICKS9UR0 

WAKEFIELD 

WARREN (City) 

WATERFORD TIP, J 1 

WATERFORD TIP, § 2 

WATERVLIET 

WAYNE 

A WAYNE CO. Digp.Sya 
Trenton Plant 
A WAYNE CO.Disp.Sys, 
Wyandotte Plant 

WEQUETONSINQ 
WEST 8LOONP IELD TIP, 
WEST BRANCH 
WHITEHALL 
WHITE PINE 
WILLfANSTON 
WOODLAND 
WYANDOTTE 
WYOMING 
YALE 


Leelanau 

loaco 

fflyne 

Lenawee 

Saint Jo3eph 

Grand Traverse 

Wayne 

Oakland 

Oakland 

Kaooab 

Tuscola 

Kalamazoo 

Gogobio 

Kaoomb 

Oakland 

Oakland 

Berrien 

Wayne 

Wayne 

Wayne 

Garnet 

Oakland 

Ogemaw 

Muskegon 

Ontonagon 

Ingham 

Barry 

tayne 

Kent 

Saint Clair 


m 

i f BXO 

49,658 

7,045 

7,092 

18,432 

18,439 

19,058 

1,454 

2,680 

2,224 

3,231 

89,246 

1,300 

1,818 

16,034 


1,000 

14,994 

2,025 

2,590 

950 

2,214 

374 

«,519 

45,829 

1,621 


300 

1,600 

(30.000) 
7,000 
7,000 

21,305 

(18.000) 
(4,000) 

(3.000) * 
1,450 
2,630 
2,200 
2,230 

90,000 

700 

600 

1,500 

U9,000) 

19.500 
214,000 

1.000 

(6.000) 

2.000 

2.500 
950 

2,200 

500 

(43,500) 

(20,000) 

i,600 


SC 


ca 


c° 


0.030E 
X 

X 

0.550 
1,000 
2. 570 


0.014 

0,?00 

0. 139 

1. L30 


0,700 

7.000 

2.000 
10.000 

8.500 

127.000 


SC 


0.350 
0.241 
0.190 
x 

16.100 

0.025 

0.050 

X 


0.150 
1.500 
0.283 
4. 100 

0.360 

3.600 


1 24. 000 

120.00 

0,053 

0,700 

0,052 

0,700 

0.100 

1.000 


3.400 
17.000 

x 

X 

0.500 
0.210 
0.150 
0,300 
x 

X 

X 

Io.uob! , 


1.350 

7.000 

10.000 

80.000 

0,100 

1.000 


0.850 

4.500 

0.500 

4.000 
0.500 

5.000 
0,240 

3.000 
0.038 
0.600 


108 


CsFa 

ClEogBo 

See Wayne Co. Disposal Sya. 
Wyandotte Plant 
SchCmFtrCmEcgDcrhBo 

SchGhCmEcgDtrhBo 

SmOmCmEcgt Dcmrhl] 

COfrhDBcW 

Sea V/ayne Co, Disposal Syc, 
Trenton Plant 

Sea Detroit 
Sea Detroit 
ShCsEcgBo 

SchCmFthCmEcgDfrhBo 

SchCmFthCmEcgDhrtBo 

None 

StnOmCraAaCmEcgVvZaXn 

SoCpFtFaEag 

SchCpFtCpFsEag 

ShCmEogDfDo 

See Detroit 

SmCmEog 

SoOmCtnEogH VvXnZU 

ClEogBo 

See Detroit 

ShQhCmEogDYrhBo 

SchOhCmEcgD/rhBo 

SaCmFtrCraEcgDf rhBo 

EoCmEagVvZ# 

ShmCtFtrCmFaDra*EogBo 

See Wnyno County Sewago Disposal 
System Wyandotte Plant 
See Grand Rapida* 

None* 












INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINE 

NO 

COMMUNITY. SFAVEEl 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 


RE. (BOD) 

i 

z 

il 

3 a 
" « 
ox 
&< 

REMARKS 

DISCHARGE 

TO 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

Mai- 

Min 

Sub. 


DIS- 

CHARGED 

WASTE 


9 

10 

102 

11 

12 

13 

u_ 

15 

1 

SOTTOUS 0AY 

WL 

- 

- 

Grand Traversa Coy 

300E 

3* 

"Project under study* 



28 

" 

- 


2 LOE 

- 


2 

TAW 5 cm 

WL 

- 

T1 

Tawae River to ! 

X* 

7 

"No reliable laboratory data. 



33 

- 

- 

Tawas Rav 

X* 

- 


1 

TAYLOR TWP. 

WL 

- 

_ 

Detroit River 

_ 

_ 




35 

- 

- 


- 

- 


4 

TECUltSEH 

WL 

- 

X 

River Raisin 

6,600 

7 




36 

“ 

- 


960 

- 


5 

THREE RIVERS 

WL 

- 

X 

St# Joseph River 

6,600 

7 




32 

- 

- 


3.840 

- 


6 

TRAVERSE CITY 

WL 

- 

01 

Boardman River 

31,000 

7 




28 

- 

- 


22.700 

- 


7 

1RENT0M 

WL 

- 

- 

Detroit River 

_ 

_ 




35 

“ 

- 


- 

- 


8 

TROY 

WL 

- 

_ 

Detroit River 

_ 





35 

- 

- 


- 

_ 


9 

TROY (Southeast) 

WL 

- 

- 

Detroit River 


.. 

*fn district served* °Storen water 



35 

- 

- 


- 

- 

overflow treat, to be ocmstr. immed. 

10 

UTICA 

WL 

- 

X 

Clinton River 

X 

44 

"Project programmed for new plant 



35 

- 

- 


X 

6* 

or connection to others. 

11 

VA3SAR 

WL 

- 

X 

Cass River 

2,340 

7 




34 


- 


380 

- 


12 

Vicksburg 

WL 

- 

X 

Portage River to 

1,030 

7 




32 

- 

- 

St. Joseph River 

510 

- 


13 

WAKEFIELD 

WL 

- 

N2I-G 

Planter Creek 

3.230E 

« 

"Unlaw, poll, has not heen demon. 



23 

“ 

- 


3.230E 

- 

City considering buildln* In^oons. 

U 

WARREN (City) 

WL 

- 

X 

Red Run to 

90,000 

7* 

"Studies under way to determine 



35 

- 

- 

Clinton River 

te.-mo 

- 

f aoi l Lties needed. 

13 

WATERFORD TWP. j? 1 

WL 

- 

X 

County Drain to Otter L. 

650 

7 




35 

“ 

- 

to Clinton River 

20 

- 


t6 

WATERFORD TWP. fi 2 

WL 

- 

X 

County Drain to Otter L, 

520 

7 




35 

- 

- 

to Clinton River 

40 

- 


17 

WATERVL1ET 

WL 

- 

P15 

Pavr Paw River 

1 ,500E 

7 




32 

- 

- 


l.OOOE 

- 


18 

WAYNES 

WL 

- 


Detroit River 

- 

_ 




35 

- 

- 


- 

- 


19 

ft WAYNE CO « DUp.Gys 

WL 

- 

D12.0 

Detroit River 

18,000 

t* 

"plans for plant enlargements 


Trenton Plant 

35 

- 

- 


12,600 

- 

completed financing being arranged. 

20 

* WAYNE CG.Disp.Sys, 

WL 

- 

D14.0 

Detroit River 

150,000 

1* 

"Plana for plant enlargements 


Wynadotte Plant 

35 

* 

- 


112 . nno 


completed flnanoinw bsinw srran^ed. 

21 

fEQUETONSINQ 

WL 


_ 

Little Traverse Day 

1,00013* 

7 

"No reliable laboratory data available 



28 

- 

- 


700E* 

- 


22 

WEST BLOOMFIELD TWP. 

WL 

~ 

_ 

Detroit River 

_ 





35 

- 

- 


- 

- 


23 

WEST BRANCH 

WL 

- 

X 

West Branch of 

1,920 

7 




33 

- 

- 

Rifle River 

900 

- 


24 

WHITEHALL 

WL 

- 

_ 

White Lake 

2,505 

7 




28 

“ 

- 


1.270 

- 


23 

WRITE PINE 

WL 

- 

N7 

Mineral River 

800 

7 




23 

- 

- 


165 

- 


16 

williawstom 

WL 

_ 

X 

Red Cedar River 

2,100 

7 

"Sludge composted. 



30 

- 

- 


1.300 

- 


27 

WOODLAND 

WL 


X 

Little Thornapple River 

X 

7 




30 

- 

- 


X 

- 


28 

WYANDOTTE 

WL 

- 

- 

Detroit River 

- 

- 




35 

- 

- 


- 

- 


29 

WYOMING 

WL 

_ 


Grand River 



"New trlokltng filter plant to be 



30 

_ 

_ 



_ 

constructed by Wyoming 1962. 

30 

YALE 

WL 


X 

Mill Creek to 

1,600 

0* 

"Abatement proceedings in progress. 



35 


“ 

Black River 

1.600 

- 



STATE 

YEAH 


MICHIGAN 

1962 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 





YP3ILAMTI TIP, 

Plant » 1 

YPSTLANn TIP, 

Plant H 2 
ZEELAND 

BERRIEN SPRINGS 
County Infirmary 
BOYNE CITY 
Young State Park 
CARO 

State Hospital 
CARP LAKE 

Wilderness SUta Pk, 
CASEVILLE 

A. E. Sleeper St. Pk 
COLDIATER 

Branch Co. Infirmary 
CQLDfATER 

St, Hama and Tr. Sch. 
CUTLERVILLE 
Payc-opathlo Hospital 
ERIE 

Camp Lay of the Lake 
GAYLORD 

Otsego Laka St. Pk. 

harrisville 

Harrisvl lie st. Pk. 
HOLLAND 

Ho Hand State Park 
HOUGHTON 

CoUof Mining A Tech 
HOIELL 

StiT.B, Sanatorium 
ruarAN river 

Burt Lake state Pk, 
INTERLOCKED 
InterUchen St. Park 
roar a 

Wlch.St, Reformatory 
IROMIOOD 

Grandview Hospital 
JACKSON , 

State Priaon 
KALAMAZOO I 

St. Heap. Farm Colony 
LAPEER 

St. Homo £ Tr, School 
HI DINOTON ] 

Ludtngton State Pk. 
HACATAWA PARK ( 


Tashtenav 

Ya3htenav 

Washtenaw 

Ottawa 

Berrien 

Charlevoix 

Tuscola 

Emmet 

Huron 

c 

Branch 

f 

Branch 

Kent 

L 

Monroe 

i 

Otsego 

Alcona 

Ottawa 

Houghton 

Livingston 

Cheboygan 

Grand Traverse 

Ionia 

Gogebic 

Jackson 

Kalamazoo 

Lapeer 

Mason 

Ottawa 


MACKINAW CITY Eanat 

Mlohilmackinac St.PJc 
MAGNUS * 

Magnus State Park 

MANISTEE Manistee 

Orchard Beach St,pk. 


20,95^ 

f 20,900 

25,950 

18,000 

- 

5,000 

3,702 

3,900 

500 

500 


30.000 “ 
1.500 So 

15.000 - 


4.500 - 

0,050 CsFtnBo 


2 t l00 S 0.230 0.330 SQCaiAaraCmEcgDthrf ptBoo 
2.500 - 


100 

100 s 

X 

0.010 


- 

- 

O.iOO 

2,000 

2,000 S 

0.275 

0.370 


- 

- 

3,150 

500 

500 S 

0,060 

0.070 


- 

' - 

0,500 

250 

250 S 

X 

X 


2,500* S x 


CaFoEh 
CaFt 
CaFt 
C Ecg 
None* 


MO S 0.030 0.100 SohCoiAaCmEogDcrBo 

1.000 - 


3,500 

3,500 3 

0.600 

0.700 



- 

7.000 

100 

100 s 

0,016* 

0.010 


“ ~ 

- 

0.100 

6,500 

6,500 3 

L. 100 

0.975 


- 

- 

6.500 

100 

100 s 

X 

0.063 

4,050 


- 

0,500 

4,050 S 

0.385 

0,560 




4,400 


* S x x CaFt 

” x 

L500 S x X CaEh 

" ■ . - x 

500 8 * 0.050 CsEog 

" " - 0.500 • 











INVENTORY OF MUNICIPAL WASTE FACILITIES 



COM M UNITY. SEWER 

DRAIN- 

AGE 

BASIN 

WATER- 


P F>. (ROD) 

I 


ntcru Anne 

UN- 

TREATED 

WASTE 

UVE 

SO 

OR 

SANITARY DISTRICT 
INSTITUTION 

Maj. 

Mm 


COURSE 

MILEAGE 

U 1 uv# rl AKvi H 

TO 

Folfutiort 

Abatement 

REMARKS 


D1S- 

CHARGED 

WASTE 


9 

m 


L! 

12 


m 

It 

~ 1 

*P3f LANTI 

WL 

_ 

X 

Huron River 

18,600 

2 

*tfew plant to bo under construction in 



36 

- 

- 


1P.6H0 


2 months, completed t963. 

2 

tparLAeiTi tip. 

WL 

- 

X 

Willow Run to 

10,600 

l* 

*plana for additions completed constr. 


Plant if L 

36 

- 

- 

Huron River 

3.240 

- 

when injuuc. proceed dissolve. 

i 

VF3rLANTI TWf. 

WL 

- 

X 

Willow Run to 

3,700 

7 



Plant # 2 

36 

- 

“ 

Huron River 

360 

- 


4 

ZCELAMD 

1L 

- 

B-9 

Black River 

4,330 

1* 

♦♦Project for additions programmed. 



31 

- 

- 


GOO 

- 

Engineers study underway. 

5 

berr lew springs 

WL 

X 

X 

Open drain to 

500 

7 



County infirmary 

33 

- 

- 

fit. Jonenh River 

100 



& 

BOTMB CITf 

WL 

X 

_ 

Lake Charlevoix 

X 

7 



Young s tuts Park 

28 

- 

- 


X 



? 

CARO 

WL 

X 

X 

Cass River 

3 , B50 

7 



State Hospital 

34 

- 

- 


185 



8 

CARP LAKE 

WL 

X 

- 

Lake Michigan 

X 

X 

Not under Jurisdiction of 


Wilderness State Pk. 

28 

- 

- 


X 

- 

Michigan Department of Health. 

9 

CASEV ILLS 

WL 

X 

~ 

Lake Huron 

jx 

7 

Not under jurisdiction of 


A. E. Sleeper St, Pk 

33 

- 

- 


X 

* 

Michigan Department of Health. 

I'D 

COLDVATER 

WL 

X 

X 

Mud Creek 

100 

7 

Not under Jurisdiction of 


Branctx Co. Infirmary 

32 

- 

- 


13 

- 

Michigan Department of lloalth. 

II 

COLGATE!* 

WL 

X 

X 

Mud Creek to 

4,600 

7 



St.Home and Tr. Soh. 

32 

- 

- 

Ooldwster River 

325 

- 


11 

CUTLERVrLLE 

WL 

X 

X 

County drain to Buck 

700 

7 



Payoopathio HoopltaL 

30 

- 

- 

Creek to Grand River. 

70 



IS 

ERIE 

WL 

X 


Lake Erie 

250 

7 

Not under jurisdiction of 


Caaj> Lay of the Lake 

36 

- 

- 


15 

- 

Michigan Department of Health. 

14 

GAYLORD 

WL 

X 

- 

Otsego Lake 

X 

7 

Not under jurisdiction of 


OtaaRo Lake St. Pk. 

33 

- 

- 


X 

- 

Michigan Department of Health. 

« 

PARR rSVILLE 

WL 

X 

- 

Lake Huron 

X 

7 

Not under Jurisdiction of 


Rarrlavllle St. Pk. 

33 

- 

- 


X 

- 

Miahigan Department of Health, 

16 

HOLLAND 

WL 

X 

- 

Lake Michigan 

X 

7 

Not under jurisdiction of 


Holland State Pork 

3i 

- 

- 


X 

- 

M Lohigan Department of Health. 

17 

HOUGHTON 

WL 

X 

X 

Portage Ship Canal 

2 t 50QE 

3* 

•Will bo served by Hough ton' a now 


Col*of Wining A Tech 

35 


“ 


2, 5Q0K 

- 

sewage treatment plant. 

IS 

HOSELL 

WL 

X 

X 

South Branch of 

415 

7 



St. T* S - Sanatorium 

34 

- 

- 

Shiawassee River 

10 

- 


19 

INDIAN RIVER 

WL 

X 

_ 

Burt Lake 

X 

7 

Not undar Juriaclio tion of 


Hurt Lake State Pk. 

35 

- 

- 


X 


Michigan Depar tment of Health. 

10 

INTERLOCKED 

WL 

X 

- 

Luck Lake 

X 

7 

Not under Jurisdiction of 


Inter lochon St. Park 

28 

- 

- 


X 

- 

Michigan Department of lloalth, 

21 

TOMIA 

WL 

X 

X 

Grand River 

6 r 000 

7 



Vlch.st. Reformatory 

30 

- 

- 


3.^00 

.. 


11 

[RON WOOD 

WL 

X 

X 

Stamp 

100E 

7 

*Flow la based on water uood. 


Grandview Hospital 

23 

** 

- 


1 5E3 

- 


U 

JACKSON 

WL 

X 

X 

Grand River 

11,400 

7A 

♦♦Chlorination faoilitioo Installed and 


state Prison 

30 

- 

- 


1.600 

5* 

utilization programmed 

24 

KAtASUAZOO 

WL 

X 

X 

Aaylum Creek to 

X* 

7 

♦♦No reliable laboratory data available 


St.Hoap.Parm Colony 

31 

- 

- 

Kalamazoo River 

X 

- 


71 

LAPEER 

WL 

X 

X 

Farmers Creek to South 

4,700 

7 



$t,Home A Tr. School 

34 

- 

- 

Rranoh of Flint River 

560 

- 


16 

lwdimgton 

WL 

X 

- 

Lake Michigan 

X 

7 

Not under Jurisdiotion of 


Ludinfiston State Pk. 

30 

- 

- 


X 

- 

Michigan Department of Health. 

1J 

iiacatawa park 

WL 

X 

_ 

Lake Michigan 

1,500 

7 

Not under jurisdiction of 



31 

- 

- 


1 -200 

- 

Michlean Department of Health. 

l& 

HACK 1 MAI CITY 

WL 

X 


Lake Michigan 

500 

7 

Not under Jurisdiction of 


Uiohl tmaoklnao St.Pk 

28 

- 

- 


400 

- 

Michigan deportment of Health, 

79 

II AGNUS 

WL 

X 

_ 

Lake Michigan 

X 

7 

Not under Jurisdiction of 


uasrvia State Park 

28 

- 

- 


X 

« 

Michigan Department of Health. 

30 ; 

M AN I ST EE 

WL 

X 

_ 

Lake Michigan 

X 

7 

Hot under jurisdiction of 


Oroliard Beach St.Pk. 

28 

v 

- . 


X 

- 

Michigan Department of Health. 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY^!: WER 
OR 

SANITARY DISTRICT 
I N’STITUTION* 


MARQUETTE 
Morgan Hts. San. 
HEAR3 

Sliver Lake St. Park 

mount pleasant 

Flone 4 Tr. School 
MUSKEGON 

Muskegon State Park 
OLIVET 

Olivet College 
ONTAY 

Onvay State Park 
ORCHARD LAKE 

SeaUary 

OTOR LAKE 

Amer. Leyton DUlefc 

POWERS 

Ptnecrest T.9. San, 
rosers city 
Hoef State Park 
SAG I MAW 

Saginaw Co.T.B. San. 

traverse city 

Traverse City St.Pk. 

YPSILANTr 

State Hosnltal 


Marquette 


raabella 

Uuskegon 


Presque Isle 


Henoutnaa 


Presque Isle 


Grand Traverse 


Washtenair 


I960 Estimated 

Population Population 


& 

w 2 

c 

e 4 5 Jh 

S “* o 

ti* > < 0 | HP. 

<QS (1000‘s) 


MICHIGAN 


Dos’d 

For 


1962 pa<;e 12 oi 


TREATMENT FACILITIES 

TREATMENT U 


150 150 S x* 0,020 CsFtn 

0,200 - 

* x S x x CsFt 

■" X 

H,875 14,870 C 1, 360 2.500 SchOmCmEcgDf rhBo 

20.000 - 


200 S 0.027E 0.025 CsFtrBo 
0,250 - 

3 x x CsFt 
x 

700 S 0.700E 0.090 ClEcgBo 
0.900 - 


5,000 b 0.400 0,650 ShClFtrCmEcgDo 

jr \ - 5.200 - 




INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


MICHIGAN 

1962 

PAGn jg ot- 12- 


line 

NO. 

COMMUNITY, SEWER 

)RA1N- 
A till 
BASIN 

WATER- 

COURSE 

MILEAGE 


PT { BOD! 

V*. 

p 

z 

- C 

% e 

3 H 

- <-l 

ZJZ 

l< 

REMARKS 

DISCHARGE 

TO 

UN- 
TREATED , 
WASTE ! 

OR 

SANITARY DISTRICT ^ 
INSTITUTION i 

'! ai S 

5 m 

iuIy 


DIS- J 

CHARGED “ 
WASTE - 



m 

GUI 

11 

12 

■on 

Ell 

II 

1 

tfAROUETTE 

11 

X 

N4-4 

Morgan Creek to 


1 

*Mo reliable data. 


Tor*an llta. San* 

23 

- 

- 

Oarn River 


1 


z 

kEARS 

WL 

X 

.. 

Lake Michigan 


91 

Hot under jurisdiction of 


Silver Lake St. Park 

20 

- 

- 


a 

9 

Michigan Department of Health. 

3 

MOUNT PLEASANT 

WL 

X 

x < 

Chippewa River 

15,600 ' 

7 



Home St Tr. School 

34 

- 

- 


9.410 ■ 

- 


4 

kUSKEGON 

¥?L 

X 

~ 

Lake Michigan 

X 

7 



kusfceqon State Park 

29 

- 

- 


X 

- 



OLIVET 

WL 

X 

X 

Battle Creek to 

X 

X 



Olivet Co l lege 

31 

- 

- 

Kalamazoo River 


- 


6 

ONI AY 

WL 

X 

- 

Black Lake 


7 



On* ay State Park 

33 

- 

- 



- 


7 

ORCHARD LAKE 

WL 

X 

- 

Orchard Lake 


7 



Seminary 

35 

- 

- 


40 

- 


S ; 

CTIER LAKE 

WL 

X 

- 

Mud Lake 

100 

7 



Amcr* Legion Billet 

34 

- 

- 


10 

- 


9 

POWERS 

WL 

X 

N40 

Big Cedar River to 

200 ET 

7 



! Pinecrasfc T,B. San. 

27 

- 

- 

Lake Michigan 

40E 

- 


10 

ROGERS CITY 

WL 

X 


Lake Huron 

X 

7 



Heor State Park 

33 

- 

- 


X 

- 


11 

SAGt?fAfl 

WL 

X 

X 

Tittabawassee Rivor 

700E* 

7 

*No reliable laboratory data available 


Saginaw Co.T.B. San. 

34 

- 

- 


490E* 

- 


1? 

TRAVERSE CITY 

WL 

X 

- 

Lake Michigan 

X 

7 



Traverse City St.Pk. 

28 

- 

- 


X 

- 


n 

YPMLAMTt 

WL 

X 

X 

Saline River 

6,200 

7 



State Hogottal 

36 

- 

- 


390 

- 


14 









IS 









: 









17 









18 









19 









20 









21 









22 









2) 









24 









IS 









26 









17 









IS 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


ST.VIT 

VJ Alt 


MICHIGAN 

1962 

| i2e oj 


MICHIGAN 


Cccrrunity or facility 
providing .sever service 

BENTON HARBOR-SAINT J03EPH JOINT PUNT 
DETROIT 


FLINT 

grand rapids 

IRON MOUNTAIN- KINGSFORD JOINT SEWAGE BOARD 
MU3KEGAN 

NORTHERN MICHIGAN WATER CO. 

SAGINAW 

WAnre COOT* DISPOSAL SYSTm-TflEmON PLANT 
WAYHE CCUlfTY DISPOSAL 3YST2M-WYHDOETE PLANT 

•• ' : Mv> ■ 114 


Communities and/or 
facilities served 

Benton TWP (Berien Co.) 
Saint Joseph 

Allen Pork (port) 
Berkley 
Beverly Hilla 
Birmingham 
Bloomfield Hill 
Bloomfield TWP 
Center Line 
Clawson 
Dearborn 

Dearborn TWP (part) 

East Detroit 
Farmington 
Farmington TWP 
Ferndale 
Garden City 
Grosse Pointe 
Grosse Pointe Farms 
Grosae Pointe Pork 
Grosse Pointe Shores 
Groase Pointe Woods 
Hamtramck 
Harpers Woods 
Hazel Park 
Highland Park 
Huntington Woods 
Inkster 
Keego Harbor 
Lath r op Village 
Livonia 
Madison Hgts, 

Me lv indale 
Nankin TWP 
Northville 
Oak Park 
Pleasant Ridge 
Plymouth 
Plymouth TWP 
Redford 
Roseville 
Royal Oak 
Royal Oak TWP 
St, Clare Shores 
Southfield 
Troy 

Troy (s*E, ) 

Wayne 

West Bloomfield TWP 

Beecher M.D, 

East Grand Rapids 
Wyoming 

Iron Mountain 
Kings ford 

Roosevelt Park 

Calumet 

Saginaw TWP 

Dearborn TVP (part) 

Gibraltar 

Trenton 

Allen Pork (part) 

Ecorse 

Lincoln Park 
River Rouge 
River View 

Southgate 
Taylor TVF 
Wyndotte 



The data for this State have been collected 
with the helpful cooperation of the: 


State of Ohio 

Department of Health 

Division of Sanitary Engineering 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


I960 

Population 


Estimated 

Population 

Served 


STATE 

YEAR 


OHIO 

L. 196a 

PAG R 1 C 


w3 

O u - 

< s* 

w S CJ 
> 


Average 

jDailyFlow] 

MGD 


Dcs’d 

For 


P.E. 

( 1000’s) 


TREATMENT FACILITIES 


TREATMENT 


ADA 

* AKRCN 

ALLIANCE 

AUAN0A-ONECDA 

S,D. 

AHBEKLY 

AJIHER8T 

ANDOVER 

ANSON TA 

ANTHER p 

ARCANUM 

ARCH BOLD 

ARLINGTON 

ARLINGTON HEIGHTS 

ASHLAND 

ASHLEY 

* ASHTABULA 

ASHVILLE 

ATHENS 

ATTICA 

AURORA 

AVON 

AVON 

Eaton Subdivision 
AVON LAKE 

BALTIMORE 

BARBERTON 

BARiVESVILLE 

BATAVIA 

bat 

BEACHIOOD 

BEDFORD 


Hardin 
£ uciai t 
Stark 
Butler 
Haailton 
Lorain 
Ashtabula 
Darke 
Paulding 
Darke 
Fulton 
Hancock 
Hamilton 
Ashland 
Delaware 
Aahtabula 
Pickaway 
Athens 
Seneca 
Portage 
Lorain 
Lorain 
Lorain 
Fairfield 
Summit 
Belmont 
Clermont 
Cuyahoga 
CUYAHOGA 
Cuyahoga 


3,910 

290,351 

28,362 

2,951, 

6,750 

l, ilbj 
1,002 
1,465 
1,678 
2,348 
953 
1,355 
17,419 
907 
24,559 
1,639 
16,470 
965 
4,049 
6,oo; 
600 
9,403 
2,116 
33,805 
4,435 
1,729 
14»48< 
6,089 
15,223 


3,920 
347,545 
28,400 
2,000 
(3,950) 
6,750 
1,115 
1,000 
1,465 
1,680 
2,350 
955 
(1,355) 
17,400 
905 
38,740 
1,610 
18,470 
965 
1,200 
5,40C 
600 
9* 405j 
2.U5 
33,805 
4,425| 

1 • 73<j| 
(14,490 
(6,090)1 
15,325 


cs 


0.213| 
58.100 
a. tool 


0.151 

0.090 

X 

X 

X 


3.600E 

x 

X 

L.600fi| 
x 

4.830 

0.130 

1.390 

X 

o.lsoeI 

X 

0,063 
! 0.850e| 
0,131 
3,747 
0,755 
0.122 


CS 

U6 


0.400 

4.000 

62,500 

330.00 

4,700 

36.400 

X 
X 


1. 000 
10,000 

0.060 

0.700 


1.750 

34.000 


2.500 

25.000 


12.000 

55.000 

0.120 

1.200 

2.000l 

17.850 


0.100 

1.000 


0.080 

0.777 

3.410 

16.590 

0.400 

4.000 

8.000 

50.000 

0.550| 

5.500 

0.150, 

1.500 


2.350) 3.200 

22.100 


SohGraCoiAaCmDg'Bo 
StngGtnSfCmAaCmDfrgBeVvXnZy 
Soh ( OaGra) Cm IFtrCmDgrVv 
x 

(Primary) 

Soo Cincinnati 

ShOaGmCmFtnCmDgBo 

ShCaFaBo 

None 

None 

None 

Soh(OaQaKa)CmAaCtnDfhrVv 

Norte 

Sea Cincinnati 

SragOaGmKaCtoFtrCmEofloVvXnT La 

None 

SmehamKaCtnE DgW 
ShClBo 
ScCtnAaCtnDgBo 
None 
ShCiFaBo 
None 
SohAaCaD 

SohGm (0 KaJCroEoT DfhrOo 

SchClFtrCpBo 

SmhGamCmAaCtnZoVvXn 

ShCiFtrCmFflDoBo 

SohCmFtrCpOgBo 

Sea Rooky Ri va r Sanitary Dlatrlot 
(Thru Rooky River severs) 

Sea Cleveland-Easterly Plant 

ScmGmCcnFthrCaiE DfrgBnVy 








INVENTORY OF MUNICIPAL WASTE FACILITIES 


STAIR 

YEAR 

— i 

OHIO 

L isgg...,.,.. 



11 YE 
SO 

COMMUNITY, SEWER 

DRAI N- 
AGIi 
fiASl N' | 

WATER 

COURSE 

MILEAGE 



u 

% 

“ £ 

3 t 

!.< 

REMARKS 

DISCHARGE 

TO 

IK3E9RI 

EjaaCTaj 

OR 

SANITARY DISTRICT 
INSTITUTION 

Uy 

tin. 

>nb. 


D1S* 

CHARGED 

WASTE 


HHBMBI 

HI 

m 

11 

12 

HW|! 

mi 

IS 

l 

ADA 

LE 

X 

H62. 5-32,0 

Hog Creek-Ottawa River- 

3,920 

7 




1 

- 

47.5-2.0 

Auglaize River 

X 



I 

* AKRON 

LE 

X 

C36.9 

Cuyahoga River 

443,000 





3 

- 

- 


59.00 

- 


3 

ALLIANCE 

OR 

X 

B20. 7-80.3 

Hahoning River 

21,600 

7 




3 

“ 

- 


4-680 

- 


4 

A VI AN DA -ONErDA 

OR 

X 

lftL.4 

Greater Miami River 

2,000 

7 



S,D. 

13 

- 

- 


X 



1 

AVBERLY 

OR 

X 

- 

Ohio River 


_ 




SI 

- 

- 


_ 

- 


6 

AMHERST 

LE 

X 

B4 

Beaver Creek to 

2,260 ' 





4 

- 

“ 

bake Erie 

145 

- 


7 

ANDOVER 

OR 

X 

B21.4-79.5 

Branch to 

1, 1L5E 

7 




3 

- 

- 

Shenango River 

220E 

- 


8 

ANSON LA 

OR 

X 

U86-53 

StlLlwater River 

IOOOE 

0 




13 

- 



IOOOS 

- 


9 

ANTWERP 

LE 

X 

H9Q.4 

Maumee River 

1465E 

0 




1 

- 

- 


1465E 

- 


10 

ARCANUM 

OR 

X 

HG6-31.5- 

Painters Creek to 

L,6S0B 

o : 




13 

- 

“5.5 

Sti l Iwater River 

1 . 680E 

- 


It 

ATCH BOLD 

LE 

X 

W64. 5-39,0 

Flat Run-Tiffin River 

2,350E 

7 




1 

- 

“7.0 


220E 

- 


12 

ARLINGTON 

LE 

X 

K63. 5-2A.O 

Buck Run to Eagle Creek 

955 


*to Auglaize River 



1 

“ 

5b. 5-U.0-3 

to Blanchard River* 

955E 



1! 

AfluiioioH heights 

OR 

X 

- 

Ohio River 

_ 

_ 




SI 

- 

- 


- 

- 


14 ' 

ASHLAND 

OR 

X 

M108-W23- 

Lake Fork to Mohican R, 

17,400 

7 




4 

- 

Mch“24-LF30 

Wn Ihondlng River 

2 . 400 

- 


11 

ASHLEY 

OR 

X 

S115.0-L15 

West Fork 

905E 

0 




10 

- 

-30.3-4.5 


905E 

- 


16 

ft ASHTABULA 

LE 

X 

~ 

Lake Eire 

30,500 

7 




4 

- 

- 


23-200 

- 


n 

ASHVJTLLE 

OR 

X 

S 103 . 0-3.8 

Little Walnut Creek 

1,610 

I 




10 

- 

- 


1 » 1 50EJ 

- 


i« 

ATHENS 

OR 

X 

1135 

Hooking River 

26,600 

7 


i 


6 

- 

- 


3. OOOE 

- 


19 

ATrreA 

LE 

X 

X 

Honey Creek 

965E 

0 




2 

- 

- 


Q65B 

- 


2U 

AURORA 

LE 

X 

C26-10 

Aurora Branch to 

1 , 200E 

7 




4 

- 

- 

Chagrin River 

200E 

- 


21 

AVON 

LE 

X 


Lake Erie 

5,400 

7 




4 

- 

- 


5.400 

- 


21 

AVON 

LE 

X 

_ 

Lake Erie 

60GB 

- 



Euton SubdtvtaLon 

4 

- 

- 


120E 

“ 


2.1 

AVON LAKE 

LE 

X 

- 

Lake Erie 

9 1 5 r 





4 

- 

- 


X 


24 

BALTIMORE 

OR 

X 

S103, 8-36.1 

Little Walnut Creek 





10 

- 

- 




21 

BARBERTON 

OR 

X 

M108-U3 

Tuscarawas River 






4 

- 

- 


lb-850 

- 



BARNES VI LLE 

on 

: x 

OR871-25 

Capltana Creek 

7,050 

7 




21 


- 


B30 

- 


2T 

BATAVIA 

ion 

: x 

LMll.9-13. i 

East Fork of LittLe 

1,960 

7 




n 

- 

- 

Miami River 

575 

- 


2ft 

BAY 

LE 

3 X 

- 

Lake Erie 

- 

- 




4 

- 

- 


- 

** 


29 

BEACII7T00D 

LE 

: x 

- 

Lake Erie 

- 

- 




3 

- 

- 





3* 

BEDFORD 

LE 

! x 

C18. 6-5*3 

Tinkers Creek to 

L9,400 

7 




3 

- 

- 

Cuyahoga River 

5-400 




117 









INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SEWER 
OR 

SANITARY DISTRIC 
INSTITUTION 


* BflECKSVILLE 

Cuyahow Co.S»D«| 13) 
BftEKEH 

snmm 

BHIIXJETORT 

BRiurw 
fiROOKtW 

brooxlw heights 

^00 K PARK 



STATE 

YEAR 


OHIO 

1<}6S 

PAGE 2 0 


TREATMENT FACILITIES 


TREATMENT 


SchGamAaCmEcDfghrtT VvZ 
None 
Nona 

SmgOam&gCmFtrCmDfrgBo 
None 

SHE CmDopgQo 
See Sebring 
None 

ScGmCmAeCmE DfrgBoo 
ShCiFtrCmBo 
ShClFtrCpBo 
CaBo 

See CoUtrobufl 
ShQ E CIFtrCpD Bo 
None 
None 

Soo Clnolnnatl 
SraoflmKaCmFfcrCmS DcBo 
SahGaKaCmFthCmEo 
None 

8eo Cleveland 
Easterly Plant 

See Cuyahoga County S.D, 0 13 

ScHGmCmAaCmEoDfhrBo 
(under Construction) 

ShOmCiBo 

ShCiPtrCpBo 

Nona 

SohClmEoBo 

Se» Cleveland-Southarly Plant 
Boa Cleveland-Southerly Plant 

Bee ClAVAlatw). 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


1 

IISF ! 

so 

ORAI 
AG l 

COMMUNITY, SEVER. »ASl 

N- 

N wyiTR* 


P E. (BOD) 

1 

7, 

c. F. 

ge 

5 £ 

c-2 

x< 

REMARKS 

DISCHARGE 

TO 

un- 

treated 

WASTE 

OR 

SANITARY DISTRICT y 
INSTITUTION Si 

COURSE 
, MILEAGE 

itl>. 


DIS- 
CHARGED ■ 
WASTE « 


9 10 l 

Oa II 

12 

13 

14 

IS 

"i 

3EDF0RD ME EG MTS LB x 

x T 

lnkero Creek 

3,280 

1 



3 - 

- 


60 



i 

BELLACRB OR x 

: OROB6 0 

hio River 

1 1 , 500E 

3 



21 - 

■ - 


11,500E 



} 

BEL1.S CENTER Oil * 

: 14171. 5 c 

reek to 

950B 




13 - 

- - l 

ndian River 

950E 



4 

3ELLSF0NTAIN& OR x 

: 14150.5- 

osaum Run-RLuejacket 

11,450 

r 



13 - 

■ 7. 3-3.0 ? 

r. and Buckonghelas Or. 

1.940 



1 

BELLEVUE LE * 

: 1410.5-12*5 1 

ranch of Hill Creek to 

8,285E 

3 



4 - 

■ " 3 

anduaky Day 

8, 285E 



6 

BELLVTLLE OR > 

c M108.23 : 

lear Fork-Black Fork 

1 ,6205 


*iffalhonding River. - 


4 - 

. 27-14-0 ,1 

ohlcan River* 

l ,O80S 



7 

BELOtT OR J 

c - S 

lebring Branch of 


, 



3 

- - Y 

lahoning River 


- 


8 

B&LPRB OR 

k 0R79Q C 

>hio River 

5,420 

3 



21 

- - 


5,42GB 

- 


9 

BEREA LE 

x Rll-3 i 

Saat Branch of Rocky R. 

9,720 

7 



4 

- - 

to Rocky River 

330 

- 


10 ! 

BETHEL OR 

* LMU-9-35-6 

>oplar Creek and 

2,020 


*to East Fork, 


11 

- -1-6.1 

Hoverleaf Creek* 

2,020B 



U 

BSTHESOA OR 

x 0RO71-2O 

3apitarm Creek 

1,180 

1 



n 

- - 


240B 

- 


IZ 

3EVERLY 3R 

x 04 

luskingucn River 

1,195 




4 

- L 


800E 



w 

OB It LEY OR 

X - 

Scioto River 


- 



10 

k - 



* 


14 

umciiEsTEn on 

x LH39.1-3 

Second Creek and 

2,300 




U 

- -10.1 

rodd Fork 

405 



14 

BL0QS4DALE LE 

x P53 

South Branch of Portage 

670E 

> 



4 

- - 

Uvcr to Portage River 

670E 



16 

BLOOM V ILLS LE 

X X 

ioney Creek 

835 

0 



2 



835E 



17 ’ 

BLUE A3H OR 

X - 

Chio River 

- 

• 



21 

- - 


• 

■ 


16 

OLUFFTON LE 

x H62.5-26 

liley Creek to Blanchard 

2,f 


1 

- -28-15 

liver to Auglaize River. 


1C 

GOflLING GREEN LE 

x 1M0 

East Branch of Portage R. 



4 

~ ~ 

to Portage River 


10 

BRADFORD OR 

x W06-35.6 

3allinger Run to 



1? 

- ~ 

Stillwater River 


21 

OftATENAHL LB 

O 

x - 

jake Erie 


22 

0 

DnECKSVILLE LB 

X X 

Cuyahoga River 

- 


3 

- ~ 


" 

2) 

* BRECKSV1U.B LB 

K C22.6 

luyahoga River 



Cuyahoga Co.S.D.p 13 3 

- - 



U 

BREUFN OR 

£, 

x H79.17 

lush Creek 


24 

DRKJ73TEB OR 

x M108-57 

}ugar Creek to 



4 

- -18 1 

Tuscarawas River 


26 

DRI00EPORT OR 

x OR891 

Dhio River 

c 


21 

- - . 



27 . 

brilliant or 

x 0R9O5 

3hio River 



»i 




2B 

BROOKLYN LE 

! x - 

Cuyahoga River 

■ 


3 

- - 



2? 

BROOKLYN HEIGHTS LE 

p. X "• 

Juyahoga River 



3 

- ■* 



Kl 

BROOK PARK LI 

B * j- 

Cuyahoga River 

“ 


1 3 

-1- _ 


X 


STATE 

YEAR 

OHIO 

1962 




INVENTORY OF MUNICIPAL WASTE FACILITIES 

fsTATT? 


STATE 

VKAR j 

OHIO | 

1962 I, 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATU ] 

YEAR. 


OHIO 

— i 1 1" — J 

1962 

[i * c ’K 3 of 20 


LIKE 

NY). 

COMMUNITY, SFAVER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

BASIN 

WATER' 

COURSE 

MILEAGE 

DISCHARGE 

1*0 

SMi. f BOD) 

t 

REMARKS 

UN- 

TREATED 

WASTE 

V. 

Maj 

M»n 

Sub 

DIS- 

CHARGED 

S WASTE 

H 


9 

IQ 

IE3 

11 

12 

13 

EH 

15 

1 

BROOK PARK 

LE 

X 

X 

Abram Creek 

X 

7 




3 

- 

- 


X 

_ 


2 

BR00K5IDS 

OR 

X 

OR091-3 

Wheeling Creek 

030 

0 




21 

- 

- 


C30B 

- 


3 

BROOK VrLLG 

OR 

X 

M83. 5-14.1 

Wolf Greet 

3,185 

1 




13 

- 

- 


230 

- 


4 

BRYAN 

LB 

X 

U64. 5-7,5 

Bryan and Lick Crocks to 

10,100 

7 




1 

- 

-3,0-11.0 

Tiffin River 

1.315 



3 

buckeye LAKE 

OR 

X 

U76-27-10 

South Fork to 

CIO 

7 




4 

- 

- 

Licking River 

10 



6 

BUCYRUS 

LE 

X 

sioa 

Sandusky Rlvor 

6,670 

7 




2 

- 

- 


435 

- 


7 

BURTON 

LB 

X 

CB4 

Cuyahoga Rlvor 

325 

7 




3 

- 

- 


35 

- 


8 

BUTLER 

OR 

X 

X 

X 

975 

7 




4 

- 

- 

- 

650E 

- 


9 

BYE5VILLE 

on 

X 

U99-64 

•Ills Creek 

2,445 

7 




4 

- 

- 


490E 

- 


10 

CADIZ 

OR 

X 

0R900-25 

Short Crock 

2,650 

7 




21 

- 

• 


640 



II 

CALDWELL 

OR 

X 

0R810-34 

Buck Creek 

2.000S 

) 




21 

- 

- 


2.000E 

* 


12 

CALEDONIA 

OR 

X 

8129*6-50*3 

Olontangy River 

675 

0 




10 

“ 

- 


67SS 

- 


13 

CAMBRIDGE 

OR 

X 

U99-56 

Wills Creek 

11,900 

7 




4 

- 

“ 


l.ODO 

- 


14 

CAMDEN 

OR 

X 

M37.3-4- 

Seven Nile and Four 

1,310 

2 




13 

- 

15.3 

Mile Crooks 

GQQE 



13 

CAMPBELL 

OR 

X 

B20.7-15.3 

Mahoning River 

1 L , 200 

7 




3 

- 

- 


6/340 

- 


16 

CANAL FULTON 

OR 

X 

H 108- 103 

Tucoarawaa River 

1,553 

0 




4 

- 

- 


1,555E 



IT 

CANAL WINCHESTER 

OR 

X 

8103.8-224 

Little Walnut Crook 

1,130 





10 

- 

~ 


15 



18 

CANFIELD 

OR 

X 

B2Q, 7-29.0 

Meander Creek to 

4,730 





3 

- 

-10.3 

Unboning River 

520 



19 

* CANTON 

OR 

X 

H108-72 

NiwilehUtcn and Sandy 

141,000 

lB 




4 


-9-16 

Creeks to Tuscarawas R, 

22,050 

■ 


20 

CARDINGTON 

OR 

X 

8129.6 

Whetstone Creek 

1,615 

0 




10 

" 

35.3-13,0 


1.615B 




CAHET 

LE 

X 

X 

Ditch to Spring Run 

0,540 

7 




2 

— 



2.090 




CARROLLTON 

OR 

X 

M108-72 

Indian end Sandy Crooks 

3,420 

7 




4 

- 

-1-15 

to Tusoa raves Riyer 

375 



23 

CEDARVILLB 

OR 

X 

LM78, 2-7.8 

Masate Creek 

925 

7 




11 

** 

** 


155 

_ 


24 

CELINA 

OR 

X 

X 

Beaver Crook 

1,000 

7 




17 

•* 

- 


900 



23 

CENTERBURQ 

OR 

X 

1176-27-33 

North Fork to 

965 

7 




4 

“ 

- i 

Licking River 

X 200E 



26 

CHAB3RIN FALLS 

OR 

X 

C28 

Chagrin River 

1,620 

7 




4 

- 

- 


275 



27 

CHAR DON 

LE 

X 

010-13 

Big Creek to 

3,450 

7 




4 

- 

- 

Grand River 

ao5 



28 

CUAUNCEr 

OR 

X 

H43-6 

Sunday Creek to 

995 

7 




& 

- 

- 

Hooking River 

X 



29 

CHESAPEAKE 

OR 

X 

Or 671 

Ohio River 

i 30*5 

7 



East and Weafc Plants 

21 

- 

- 


%r 



30 

CHEVIOT* 

OR 

X 

_ ' 

Ohio River 






21 

- 

- 






121 

















INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY.SE WER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


0 Estimated 

tion Population 

Served 

| 4 

3 £ 

h 0 

S o* 

r,iUl (4 r\ 

mm 

■■mi 

,957 24,95: 

1.580 

1 

• 

210 * 

3 Oai2E 

- 

- 

,550 137,51! 

C 16*340 £ 

- 

- I - 

486,500 

x 72.190 1 

- 

I f 2 

51,325 

r x 

1 

h [ - 1 

059 11,060 

p 1.116 

1 

- ~ 21 

050 604,230 

CS 12S.OE I 

“ 

- 7 

477,595 

CS 72.O0E V. 

] 

r * / 

222,000 

bs B4.40E 45 

“ 

» 3 

i!3 (61,815) 

s X 

- 

- 

76 2,075 

3 O.IOOE 0 


- - 3 

26 4,825 

3 0*403 i 

- 

- - 6 

61 2,960 

S J x 

^6 2,765 

0.250 0 

- 

’ I ^ 

X £ 

I X 

~ 

1 “ ) 

>4 4,165 £ 

0.513 0, 

" 

1 - 2. 

.6 554 t 315C 

s 82.000 120 

" 

X 

4 2,105 S 

0.586 0. 

i 

5*i 

7 M45C 

0*049 0. 

I 

1. 

6 975 s 

* 0*< 


0.( 

3 1*0650 

X 

7 1,955 S 

x o.s 


S.J 

> 13,105 8 

2*000 2*5 


20.0 

1 2,475 S 

0*216 0*3 

1 

12.4 

M (1,140) s 

X. 

~ 

- 

5,520 CS 

0.406 0*6 

j 

5.5i 

400 C 

* * 

" 

| ~ X 

2,960 0 

X 

“ 

- 

7,280 S 

0,290 0 * 2C 

[ ■“* 

2.0C 

(*7,920) x 

* " v / 

■ 122 


STATE 

OHIO 


Dcs\J 

For 


YEAR 


TREATMENT FACILITIES 


1962 I PAGE 4 < 


Average | 
>aiJyFlo\ 
MGD 


treatment 


P.E. 

flQOQ' s) | 
7 


CHILLICOTHE 
chippeta ox the lake! 


* Cincinnati 

Little Miami Plant 

* erne inhat r 

Mill Craek Plant 

* CINCfNHATt 
Muddy Creak Plant 
CIRCLEVILLE 

* CLEVELAND 
Easterly Plant 

ft CLEVELAND 
Southerly Plant 
CLEVELAND 
Westerly Plant 

CLEVELAND HEIGHTS 

CLEVES 

CLIDE 

COAL GROVE 

COLDfATER 

COLERAIN TIP, 

COLUMBIANA 

* COLUMBUS 

COLUMBUS GROVE 

CONTINENTAL 

CONVOY 

COftfizNG 

CORTLAND 

COSHOCTON 

COVINGTON 

CRATO BEACH 

CRESTLINE 

CRIDERSVILLE 
Shawnee Subdivision 
CROOKS VILLE 

CUYAHOGA COUNTY 
S. D. # fl 

CUYAHOGA FALLS 


|Ro83 

Medina 
Han U ton 
Hamilton 
Hamilton 
Pickaway 
'Cuyahoga 
Cuyahoga 
Cuyahoga 
Cuyahoga 
Hamilton 
Sandusky 
Lawrence 
Mercer 
Hamilton 
I Columbiana 
Franklin 
Putnam 
Putnam 
Van Wert 
Perry 
Trumbull 
Coshooton 
Miami 
Mahoning 
Crawford 
Auglaize 
Perry 
Cqqahoge 
I Summit 


0*I?06 

x 


153*0 - 


2,958 


47,922 


3*000 [ SnhE CoDomhBo 

BhCiFeBo 

SohKmCoE DgZyVvXn 

SohOGmKaCmEoDghrt8ZyVvXn 

SchOmKaCaiEoDfhrVv 

SagE KmCtnDfhVvLn 

SchOmOaE CmAaCm* 

SchQajCmAaCcaDreYaT ZyYvXn* 

SohmGmOaE CiDfeaZoVvXn 

See Cleveland 
Easterly Plant 
ShCiBo 

SchGmKaE CmFtrCmDgBo 
None 

ShCiFtrCpBo 
CpFtCp 

ShCpFtrFrE D B 0 
SnioO OdiCraAaCmDeehntZoVvXn 
ShEl CfflFtrCmDomrgBo 
SchGmCmFtrCmBo 
SohClFtrEgBo 
None 

ShCiAmC 0 Bo 
SoCmFtrhCnDgBo 
SchOaCmFtrAaiCmDfcgJrBo 
See Mahoning Milton 8* D, 
SmoahCraAaiEgCmDfrgBo 
SobAeeCm 
None 

SohCraAmCpDgBo 
See Akron 







INVENTORY OF MUNICIPAL WASTE FACILITIES 




1,025,000 

710.000 


21 .790 

915.000 

115.000 

581.000 
41.000 


*Sludge to Southerly Plant. 

*For sludge from Easterly Plant and 
tra3to activated sludge OloDrfes]. 



^Little Auglaize and Auglaize Rivers. 










COMM UNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

3 

COUNI 

z 

CUYAItOOA HEIGHTS 

Cuyahoga 

CYGNET 

Wood 

DALTON! 

Wayne 

DAN V TILS 

Knox 

* DAY TOX 

Montgomery 

DAYTON 

Montgomery, 

Ft. McKinley (S.D.) 

DAYTON 

Moraine Sewer Dlst, 

Montgomery 

DEER PARK 

Hamilton 

DEFTANCE 

JDefianoa 

DELAWARE 

Delaware 

DEL PROS 

Allen 

DELTA 

Fulton 

DENNISON 

Tuscarawas 

DE5RLER 

Henry 

DILLON VALE 

Jefferson 

DOVER 

Tuscarawas 

DOYLESTOlfN 

Wayne 

DRESDEN 

Muskingum 

DUNKIRK 

Hardin 

EAST ASHTABULA 

Ashtabula 

EAST CANTON 

Stark 

EAST CLEVELAND 

Cuyahoga 

EASTLAKB 

Lake 

EAST LIVERPOOL 

Columbiana 

EAST PALESTINE 

Co lumblana 

EATON 

Preble 

EDO ER TON 

WlLllaois 

EDISON 

Morrow 

EDON i 

PlUiaas 

EL IDA } 

Ulen 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATP. 

Iyp.ar i 


OHIO 

1 — J 


PAGE 





Dcs’d 

I r nr 

TREATMENT FACILITIES 


I960 

Estimated 

uJ £ 

h c 

p w j 

A vc rape 

- 


Population 

Population 

Served 

5 0‘ 

Daily Flo 
MCSD 

TREATMENT 

USE 

SO 




P.E. 



4 

-S < 0 2 

S (y 

( loon’s i 



?9t 

(793) 

3 x 


8 

See Cleveland 

1 

- 

| 

- 

- 

Southerly Plant 


593 

595 

C x 

- 

None 

J 

1,067 

1,065 

n X 

0.120 

None 

s 

~ 


- 

1.200 

~ 


926 

925 

X 

- 

None 

i 

252,332 

262,800 

S 41.000 

26.200 

262,00 

SmE Om*GmSfCmCiFtrCmTmDfr8g8ooXn 

\ 

" 

(3,535) S 

X 

- 

See Dayton 

i 

* 

15,260 

2.000E 

1.200 

SchGmCiFtnCraVvBo 

l 


- 

- 

13,000 

- 


9,123 

(8,425) 8 

X 

- 

See Cincinnati 

1 

14,553 

14,555 S 

0.B25 

4.000 

SchClmKaCraE DgBo 

4 


- 

- 

23.000 

- 


13,282 

13,280 S 

1.143 

1.450 

ShEgCiFtnCraLa 

n 


" 

- 

14.500 

- 


6,961 

6,960 C 

0.723 

0,750 

ShO CtnFtrCmEgVvBo 

ii 


"■ ~ 

- 

7.500 

- 


2,376 

2,375 C 

0.339 

0.300 

SchO GiuCmAaCmE DgBo 

ii 

“ 

" 

- 

4.680 

- 


4,158 

(4,160) C 

X 

- 

See Uhrlohavillo 

1J 

1,8 24 

1,825 S 

0.106 

0.360 

Lpo 

H 

“ 

“ 

- 

4 . 600 

- 


1,232 

1,230 S 

O.090E 

0,200 

ShCiDo 

11 


- 

- 

2.000 

- 


11,300 

11,300 S 

1.212 

2.000 

SchQmKaCmDgBo 

H 

' 

- 

- 

13.500 

- 


1,973 

1,875 S 

0.136 

0.300 

SchCimFthCmDoQo 

I' 


“ — 

- 

3.000 

(under construction) 


1,338 

1,340 S 

0.1 15E 

0.128 

SchCiBo 

: LI 


- 

- 

1.600 

- 


1,006 

1,005 0 

X 


Mono 

L? 

4,179 

(4,180) x 

X 

- 

See Ashtabula 

*S 

1>52L 

1,520 X 

0.214 

0.120 

ShCiFthrCmBo 

21 


* 

* 

1.200 

- 


37 , m 

(37,990) C 

X 


See Cleveland 

n 


- 

- 


Eaaterly Plant 


12,467. 

(12,465) x 

X 

- 

See Willoughby . 

il 

22,306 

22,305 S 

0.556 

3.000 

SchO GtnCoiE DgVv 

li 


- . 

* ; 

30.000 

- 


5,232 

5,230 S 

0.469 

0.650 

SchCmAinCmDrcgBo ' 

M 


" 

- 

6.500 

:j 


5,034 

5,035 CS 

1 0.400 

0.6U 

ShCmFsDpBo 



- • - 

- 

8.150 

- 


1,566 

1,565 C 

X 

- 

None 

y? 

559 

560 C£ 

i X 

- 

None ' 

» 

757 

755 C 

X 

- 

None 

29 

1,215 

1,215 C 

X 

•I 

None 

30 


— ; T 

. - . 

| 

- . 



124 
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USE 

N\1 


1 

DRAIN- 


AGE 

COMMUNITY, SEWER 

P A - S L N J WATER- 

OR 


COURSE 

SANITARY DISTRICT f 


, MILEAGE 

INSTITUTION . 

. 1 Sv 

'tin. 



CUTAH03A HEIGHTS 

CYGNET 

[DALTON 

IiASVILLE 

ft DAY TOM 

PAY TOM 

Ft. McKinley (S .1 >0 
JJATTOM 

KorsiinB Sewer Dlst. 
OEE R PARK 

DEFIANCE 

pELATARS 

DELPH03 

DELTA 

DEKSISON 

DESHLER 

DILLON VALE 

COVER 

DOTLESTOIN 

DRESDEN 

DUNKIRK 


^ EAST ASHTABULA 


21 

22 

23 

U 

15 

26 

3T 

ft 

¥> 

U 


EAST CANTON 
EAST CLEVELAND 
CASTLAKE 
EAST LIVERPOOL 
EAST PALEST TME 
EATON 
EDOERTON 
EDISON 
EDOM 
'CLIDA 


i LE 

3 

LE 

I 4 

OR 

4 

OR 

4 

OR 

13 

OR 

13 

OR 

13 

OR 

21 

LB 

1 

OR 

10 

LE 

1 

LE 


ll 

L 

1 

OR 

4 

LE 

1 

OR 

21 

OR 

4 

OR 


it 


STATE 

YEAR 


OHIO 

1-^ — r— r 

1962 

PAGE 5 of 20 


DISCHARGE 

TO 


12 


Cuyahoga River 

|p32-6-2-4 4acky Ford Croek-Hidd le 
^nd Smith Branches of* 

1108-91-14 Newman Creek to 
Tueonravas River 

M108-23- JoLloway Creek to 

21-1 Kokostnf? River to* 1 

M80.9 Miami River 

Miami River 
|W74 .8 Miami River 

Ohio River 

|u63«2 Maumee River 

>129.6-25.2 Qlentangy River 

|«62. 5-45.0 Jenninga Creek to 
-5.7 Auglaize River 

|U34.9“H.0 Bad Creek 

Stil Iwator Creek to 
Tuscarawas River 
M29.7-6.5- Brush, Yellow and 
B.5-4,5 Reaver Creeks 

OR90O-8 |short Creek 

[M108-59 (tusoarawas River 

|itl08“l05.7 (Branch to Chippewa Creek 
So Tuscarawas River 


P.H. (ROD) 


UN- 

treatf.d 

WASTE 


DIS- 

CHARGED 

WASTE 


595 

595E 

1,065 
l . nhsg 

925 

Q25E 

360,000 

48.^00 


17, 50GE 
3.500E 


9,450 

7-4O0 

9,100 

p.nnn 

5,500 

725 


REMARKS 


OR x M91. 

Muskingum River 

4 - - 


LE x M62, 5-26.0 

Blanchard and 

1 - -93.7 

Avvlalse Rivars 

LE x - 

Lake Erie 

4 - - 


OR x x 

Nimlshe 1 len Creek 

4 - - 


LE X - 

Lake Brio 

3 - - 


LE x - 

Chagrin River 

4 - - 


OR x 0-937 

Ohio River 

21 - - 


OR x 0R94 1-8-7 

North Fork of Little 

21 - - 

Reaver Creek 

OR x M37.3-4- 

Seven MiLe and 

13 - 25.3 

Four Mile Creeka 

LE x *128,1-41.9 

1 St. Joseph River 

1 - - 


OR x S129.6-35.3 

i Whetstone Creek 

10 - -18.0 


LE x M128.1-49.9 

1 Bear Creek and 

1 - -8.0 

St. Joeenh River 

LE x x 

Branch to Ottawa River 

1 ~ - 



2,320 [T 
165 


630 

no 

1,230 

820E 

15,500 

9-050 

1,060 

35 

1,340 

1,005 

l.nniB 


2,415 

440 


6,620 
3.450 

3,960 
420 

6,300 
700 

1,565 JD 
1 ^5 
560 
5 60S (- 

755 
755E 
1,215 \> 
1.9.156 


•Portage River and Portage River. 

*to Walhondlng River. 

*Skioimlng tanks underflow only. 


125 
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ELMORE 

ELMI0OD PUCE 

ELYRIA 

DKJLEIOOD 

ENGLEWOOD 

A EUCLID 

EYANDALE 

FAIRBORN 

FAIRFAX 

MAD ISOM PLACE 

FAIRPORT 

FAIRVIEf PARK 

FARMERSVILLE 

FAYETTE 

FELICITY 

FINDLAY 

flushing 

fort recovery 

fostoria 

FRAME FORT 

FRANKLIN 

FRANKLIN COUNTY 
CLINTON S.D. n 4 3 

franklin county 

FRANKLIN S.D. g 144 
FRANKLIN COUNTY 
MARION S.D, f i 4 2 

FRANKLTN COUNTY 
MIFFLIN 8* D, # i 

freoericktoin 

FREEPORT 

freencnt 

oaranna 

QALION 
* OALLlPOLla 


Ottawa 
Kami iton 
Lorain 
Montgomery 


Hancock 

Belmont 

Mercer 

Seneca 

Rosa 

farren 

Franklin 

Franklin 

Franklin 

Franklin 

Knox 

Harrison 

Sandusky 

Franklin 

Crawford 

OiUli 


1*302 1,300 C x 

3,813 (3,815) C x 


Nona 

Sne Cincinnati 


Montgomery 

- 

Cuyahoga 

62,998 

Hamilton 

773 

Qreena 

XV, 453 

Hamilton 

2*430 

Lake 

4,267 

Cuyahoga 

14,624 

Montgomery 

797 

Fulton 

1*090 

Clermont 

878 


43,782 43,780 CS 4.230 3.600 ShGhCiAaCtnDfrgBoLs 

36.000 - 

U515 1*200 S 0.135E 0.075 RhCiflo 

1.000 - 

315 S x j 0.160 SchAaeCcn 
1.600 - 


(775) x x 


100.00 - 

See Cincinnati 


So© Cincinnati 


So© Rooky Riyor 


797 W C x 0.120 Sch(AaeC) 

- 1.200 - 
l.OTO 1,090 c x - Won. 


878 880 C x . Non. 

30,345 CS 3.480 3.000 SmOaOmCmAaCmDoeBooLB 

30.000 - 

1,189 1,190 CS x o.lCo ShClFtrCpBo 

- - 1.600 - 

1,335 C x . Non , 

15 , 732 15,730 C 3.732 4.000 SohOaOoCmFtrAftCpBDorgBoot.a 

40.000 - 

871 870 $ 0.041 0, 100 ShClBo 

~ 1.000 - 

. ,917 7 ' 915 s 0.400B 0,600 BahCraFtrCmDgBo 

“ 6.000 - 

I {700) s * - $8, Columbus 


(680) s x 

(400) S x 
(ISO) s x 


See Co lumbutr 
See Columbus 
See Columbus 


_ l,53i 1 ' 5M * 0.105E 0.150 ShCmOrogBo 

... * * 1.500 - 

503 505 C * . Non, 

17,573 17,575 • 2.130 2.000 BoOmCnFthrCoDfrgBa 

2 717 " 80.000 * 

* 8,715 C 0.201 0.300 ShCmAmCmDjropBo 

,, ,* * 2.000 - 

- * l2 ' 650 3 l * 42 3 2.000 S«hahCo8»CmDo7hVv 

n 77c 1 ■ ' l5 *0W> •" 

8,775 0 °.600E 1. 800 8ohCmEoDfhrBo 
» r- ,, ■! M - I io.5oo| - 
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ll\ r E 

\:o. 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
, INSTITUTION 

DRAIN 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

— 1 

DISCHARGE 

TO 

Maj 

Min 

Sub 


9 

m 

w 

1 1 

12 

1 

ELMORE 

[J3 

X 

P21 

Portage River 



4 

- 

- 


3 

ELH100D PLACE 

OR 

X 

- 

Ohio River 



21 

- 

- 


3 

ELIRTA 

LE 

X 

D16 

Black River 



4 

- 

* ' 


4 

C^QLEfOOD 

OR 

X 

M86-95 

Stillwater River 



13 

- 

- 


3 

FWOLEfOOD 

OR 

X 

*86-95 

Stillwater River 



13 

- 

- 


6 

ft EUCLID 

LE 

X 

- 

Lake Erie 



3 

- 

- 


7 

EVANDALG 

OR 

X 

- 

Ohio River 



21 

- 

- 


S 

FAIRBORN 

OR 

X 

M84.7-11.4 

Mad River 



13 

- 

- 


9 

FAIRFAX 

OR 

X 


Ohio River 


Poison puce 

21 

- 

- 


10 

WlRPOHr 

LE 

X 


Lake Erie 



4 

- 

- 


II 

fMfiVIE, PARK 

LE 

X 

- 

Lake Erie 



4 

- 

- 


11 

FARMER3VILLE 

OR 

X 

X 

Little Twin Creek 



13 

~ 

- 


1 * , 

FAYETTE 

LE 

X 

U64. 5-49.0 

Ueer end Bean Greeks to 



1 

- 

-4, 0-6,0 

rirntn River 

li 

FELICITY 

OR 

X 

X 

3uUakln Creek 



21 

- 

- 


1) 

FINDLAY 

LE 

X 

H62. 5-26.0 

Blanchard and 



1 

- 

-55.5 

Awrlfllze Rivero 

14 

FLUSHING 

X 

X 

X 

Wheeling Creek 



X 

~ 

- 


17 

FORT RECOVERY 

OR 

X 

X 

Wabash River 



17 

- 

- 


IS 

F03T0IUA 

LB 

X 

P32-12-10 

3. and 3* Branches of 



4 

- 

- 

3 ortftflro R. and Portage R» 

19 . 

FRAMKFORT 

OR 

X 

862. U7. 8 

'forth Fork of 



10 

- 

-13,9 

3 alnt Greek 

10 

FRAmiN 

OR 

X 

1171,2 

Miami River 



13 

- 

- 


H 1 

fflAMKLlN COUNTY 

OR 

X 


Boioto River 

< 

JUNTO* S • D . if 2 A 3 

10 

- 

- 


11 1 

FRAmrN COUNTY 

OR 

X 


Scioto River 


WAmm s * 0 . jf U4 

10 

- 

- 


» f 

WANKUM COUNTT 

OR 

X 


3oioto River 

H 

r ATI ION 3 * D. (f 1 a 2 

10 

- 

- 


H j| 

‘RAmiN COUNTY 

HR 

X 


Scioto River 

V 

IfFFUN 3* D« # l 

10 

- 

- 


» J 

"flEDER l CKTGHN 

OR 

X 

M10B-23-35 

Kokoalng and 



4 

- 

- 

Walhonrt1n« Rivera 

IS I 

‘RJ5EP0RT 

OR 

X 

H108-45-30 

Stillwater Creek to 

■1 


4 

- 

- 

ruscarawae River 

h If 

HEKONT 

LB 

X 

815 

Sandusky River 



2 

- 

- 


11 0 

IAHANNA 

OR 

X 

8115.0-27.4 

Big tfiamit Creek 

■1 


10 

- 

- 


» 0 

AMCN 

OR 

X 

8129.6-78,3 

Olentangy River 



10 

- 

- ■ 


» * 

0ALLIP0LI3 

OR 

X 

0R711 

Ohio River 

■l 


21 

“ 

- 



STATE 
OHIO 


PE. (ROD) 


UN- 
TREATED 
WASTE 


DIS- 
CHARGED 
WASTE 


YEAR 


196 a 


PAGE 6 of 20 


REMARKS 


1,300 


37.900 
3.«10 

1,300 

315 

90,800 

78.900 


16,800 

3.0RQ 


3,350 

2.080 


795 

1,090 
1 .Aoo 

880 

880 

43,600 

3.130 

1,190 

1,335 

1.335E 

33,800 

3.09,0 

870 

5,320 
1 .040 


1,020 

810 

505E 

505E 

24,600 

1.160 

2,780 

190 

12,500 

1.045 

5,900 |7 
3.690 h 
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I state ““ 


COMMUNITY SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


GAN BIER. 

GARFIELD IIETGHT3 

OARRETTSViLLE 

GENEVA 

CENEVA-ON-TKE-LAK E 
GENOA 
GEORGETOWN 
GERMANTOWN 

giboonburq 

GIRARD 

GLENDALE 

GLOUSTER 

GNA DENHUTTEM 

GOLF MANOR 

GRAFTON 

GRAND RIVER 

GRANDVIEW HEIGHTS 

GRANVILLE 

GREENFIELD 

GREENHILLS 

GREEff SPRINGS 

OREENVILLE 

GREENWICH 

QROVE CITY 

OROVEPORT 

HAMILTON 

HAMILTON COUNTY 
SYCAMORE S. D. 

HAMILTON COUNTY 
Sorlncfield Tvp, 
HARRISON 

JTARTVILLB 


COUNTS' 


Knox 

Cuyahoga 

Portage 

Ashtabula 

Ashtabula 

Ottawa 

Brown 

llantgoinery 

Sandusky 

Trumbull 

Hamilton 

Athens 

Tuscarawas 

Hamilton 

Lorain 

Lako 

FrankUn 

Licking 

Highland 

Hamilton 

Seneoa 

Dark* 

Huron 
Franklin 
Franklin 
Butler 
Kami Iton 
Hami 1 ton 
Hamilton 
Stark 


I960 

Population 


1,148 

33,455 

1,662 

5,677 

631 

1,957 

2,674 

3,399 

2,540 

12,997 

2,823 

2,255 

1,257 

4,648 

1,683 

477 

8,270 

2,868 

5,422 

5,407 

1,262 

10,585 

l t 37l 

8,107 

2,043 



rn L 

5 ^ 

OHIO 

Hcs'tl 

For 

Estimated 

£ w 2 

Average 

Population 


Daily Flow 

Served 

4 

* 5 >* 

E ri ( 

i-' or, < a „ 

5 6 

3 mod 

3 P.E. 

S ( lOOO’s’) 

7 


[ 1962 | PAGE 1 of 

TREATMENT FACILITIES 
TREATMENT 


0*075 ShClBo 
1 *000 - 


Seo Cleveland 
Southerly Plant 


X 

0,150 

- 

2.000 

0.857 

0,625 

- 

5.000 

X 

0.500 

~ 

5.000 

X 

- 

0*099 

0.250 

- 

2.500 

0.226 

0,250 

- 

2.500 


x 1.800 SchOraKmCmEcDfhrT Vv 
18*000 (under construction) 

IE 0.750 ShOmCmClFtrCmCpEcDgrBo 

7.500 - 

- None 

9 0*350 SchOhCtnDfhrBo 

3.500 - 

See Cincinnati 

l 0,200 SchCmFtrCmDgBo 
2.000 - 

Hone 

See Columbus 

f 0,500 ShCmFtrFsDpcBo 

5.000 - 

> 0.600 ShOraCmFthrCmDcrf tsBo 

6.300 - 

See Cincinnati 

: 0.100 ShCiBo 

1.000 - 

1.000 SchGhKmCmFthrCmDcmrgBco 
11.250 - 

- None 


1.100 SohOamCpmAaCpmDfhrT Bo 
1 1 -000 - 

0,300 SehCmFthCmDogpBo 

" 3,000 (under construction) 

72,354 72,355 S 6,270 12.000 SohQmCmAaCinEcDfhrteVv 

" - 75,000 ' 

4 » 50C) * 0.618 1.000 SchCmFtrCmDogBo 

- 10.830 - 

77.42C 77,42C 3 * x CpFtCp 

" . “ x 

3.878 3,880 S 0,295 0,160 ShCiBo 

~ 1.600 *- 

1.353 1,355 x 0,283 0.113 SchCmAmCpD Bo 

— - 1.500 ■- 
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STATE 

OHIO 


1 YEAR 

1 1962 

PAGE 7 0 f 20 

UNF 

COMMUNITY, SEWER 

1 OR 

! SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 


2 

= t 
js t 

dZ. < 

REMARKS 

■ antr.nitol 

M4j 

Min 

Suh. 

DIS- 

CHARGED 

WASTE 


9 

M 

IP 

ll 

12 

13 

U 

15 


CAUBIER 

OR 

m 

H108-23-21 

Kokosing River and 


m 




4 

- 

- 

Walhnnrllne River 


m 



GARFIELD HEIGHTS 

LE 

X 

- 

Cuyahoga Rivar 

_ 

- 




3 

- 

- 


- 




OARRETTSVILLE 

OR 

X 

X 

Eagal Creek to 

1,660 

7 




3 

- 

- 

Hohoninor River 

X 



4 

GENEVA 

LB 

X 

C4.5 

Cowles Creek 

5, HO 

1 




4 

- 

- 


1 .*30 

- 


S 

GENEVA -3N-TIIE-LAKE 

LE 

X 

- 

Lake Erie 

630 

7 




4 

- 

- 


X 

- 


6 

GENOA 

LB 

X 

TI8 

Packer Creek and 

1,995 

0 




4 

- 

- 

Tousaaint Creek 

l .'19SI2 

_ 


7 

OEORQETOTIJJ 

OR 

X 

X 

Town Run 

940 

7 




21 

- 

- 


35 

- 


i. 

CERYANTOWM 

OR 

X 

M59.9-16.6 

Twin Creek 

2,280 

7 




13 

- 

- 


185 

- 


9 

GIBSON BURG 

LE 

X 

P12-15 

Wolf Creek to 

2,540 

0 




4 

- 

- 

Portn** River 


- 


10 

GIRARD 

OR 

X 

B20.7-23.6 

Mahoning River 

12,995 

7 




3 

- 

- 


12.Q058 

- 


II 

GLENDALE 

OR 

X 

0R5O7-16 

Mill Creek 

2,833 

7 




21 

- 

- 


X 

- 


11 : 

GLOUSTER 

OR 

X 

H43-13 

Sunday Creek 

2,255 

0 




6 

- 

- 


?. .»V» 

- 


n 

ONADENHUTTEN 

OR 

X 

U108-38 

Tuscarawas River 

1,255 

7 




4 

- 

- 


X 

- 


IC 

GOLF MANOR 

OR 

X 


Ohio River 

_ 

_ 




21 

- 

- 


- 



n 

GRAFTON 

LB 

X 

B13.5-13.5 

East Branch of Oiaok 

1,605 

7 




4 

- 

- 

River anil Black River 

X 

- 


16 

OB AND 1UVBR 

LB 

X 

X 

Grand River 

475 

0 




4 

- 

~ 


475E 

- 


37 

GRANDVIEW HEIGHTS 

OR 

X 

_ 

Soioto River 


_ 



1 

10 

- 

- 


- 

- 


IS 

GRANVILLE 

OR 

X 

M76-27-8 

Raccoon Creek to 

2, 5B0 

7 




4 

- 

- 

Lickintr River 

470 

- 


19 

GREENFIELD 

OR 

X 

S62. L-468 

Paint Creek 

14,100 

2 




10 

- 

- 


l - 700 

- 


20 ; 

GREEHHILL9 

OR 

X 


Ohio River 

- 





21 

- i 

- 





21 

GREEH SPRINOS 

LE 

X 

016 

Green Creek to 

1,260 

Z 




4 

- 

- 

Randitftkv Rav 

X 

- 


21 

GREENVILLE 

OR 

X 

H86~34*I-ll 

Greenville Creek to 

8,730 

7 




13 

- 

- 

Stillwater River 

1 4*9 

- 


2i 

GREENWICH 

LE 

X 

X 

Southwest Branch of 

1,370 

0 




4 

- 

- 

Varmt l H on River 

L170E 

- 


U 

GROVE CITY 

OR 

X 

S120.7 

County ditch 

8,105 

7 




10 

- 

- 


1C 

- 


21 

0 ROVEPORT 

OR 

X 

S103» 8*16.5 

Little Walnut Creek 

2,040 

7 




10 

« 

- 


X 

- 


26 

HAMILTON 

OR 

X 

M35.3 

Miami River 

35,200 

7 




13 

- 

- 


R.I30 

- 


l? 

HAMILTON COUNTY 

LE 

X 

X 

X 

4,350 

7 



SYCAMORE S.D. 

4 

- 

- 

- 

710 

- 


n 

HAMILTON COUNTY 

OR 

X 

X 

Small creeks 

X 

7 



Springfield Twp. 

21 

- 

- 


X 

- 


29 

HARRISON 

m 

X 

H4»8~9»5 

Whitewater River 

3,880 

i 




fi 

- 



a.**) 

■ 


*0 

HARTVILLB 

SS 

X 

X 

X 

3,550 

9 




1 

n 

- 

- 

520 
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HASKINS 

HICKSVILtE 

HIGHLAND HEIGHTS 

HILLIARD 

HILLS00R0 
North Plant 
HILLSBORO 
South Plant 
HIRAM 

HOLOATE 

HUBBARD 

HUDSON 

HURON 

HURON 

INDEPENDENCE 
Ra* Discharge 
INDEPENDENCE 

INDIAN HILL 

IRONTON 

JACKSON 

JACKSON CENTER 

jamestoin 

JEFFERSON 

JEROMESVILLE 

JOHNSTOIN 

KENT 

KENTON 

KETTERINO 

KILLBUCK 

LAKE COUNT! 
HADTSON S. D, # I 
UKE COUNT! 

MENTOR 8,D,n 
UKEMORE 

LAKE VIEW 


food 

Defiance 

Cuyahoga 

Franklin 

Highland 

Highland 

Portage 

Henry 

Trumbull 

Summit 

Erie 

Erie 

Cuyahoga 

Cuyahoga 

Hamilton 

Uerenoo 

Jackson 

Shelby 

Greene 

Ashtabula 

Ashland 

Licking 

Portage 

Hardin 

Montgomery 

Holmes 

Lake 

Lake 

Summit 

Logan V 



4,526 

15,745 

6, vac 
980 
1,730 
3, 1 16 
540 
3*801 
17,836 
8,747 
54,462 
865 


2,500 S 
1,010 S 
1,375 C 
7,135 S 
2,440 S 
4,695 Cl 
500 8 
6,765 C 
100 C 
(4,525) x 

15.745 CS 
6,980 S 

980 3 
1,730 S 
2,115 S 
540 C 
2,880 S 
17,835 S 

6.745 3 
(54,460) x 

865 8 
6,000 S 
1,600 3 
(3,765) 0 
( 1 , 010 ) 0 


0,352 0.300 

3.000 

X 

0.530 0.500 

5.000 

0,180 0.250 
P.950 

X 0,250 

2.500 
0.047 0,100 

1.000 

X 

1. 178 0.800 

e.ooo 

x 0.550 

5.50C 
0.523 0.312 
2.500 

0.049 x 
x 

X 


1.084 2.000 
20.000 
<M5C 1.000 
10.00C 
0.182 0.070 
1.450 

0.120 0,180 
2,400 
0.305 0.260 
3.500 


X 0.750 
7.400 
1.306 2*000 
20.000 
0*796 1.300 

13.00 
x 

0.097 0.056 
0.800 
0.650E 1. 130 

9.000 
0.414 x 

1.600 


TREATMENT FACILITIES 

c 

treatment 

> 


ShC a 

0 ShOhCraFtrCpEgDogrtBc 

3 - 

Sue Cleveland 

) SchCmAaCraDfhrBo 
) - 

ShE CiFtrCpBo 

1 ShCiFtrCpBo 
\ - 

i ShCmFtrCmD Bo 

i - 

None 

ShOmCiFtrCmDgT Uo 

BchOmCiFtrCmEcBo 
(under construction) 
ShOhCiEgBo 

ShCiEgBo 

None 

Co 

See Cincinnati 
SohQmKaCmE DgBo 
SchCmFthrAciCmDgBo 
ShCiFsQo 

SohCflj(AmCm) DopBo 
SmOmCuiAmCmCajD Bo 
None 

SohCroFtrCmDfpBo 

SmhO CoDogBo 

SohamKaCmAaCmDgBo 

See Montgomery County 8. D. 

ShCiBo 

SchQmCiK EgBo 
ShCiLa 
See Akron 

See Ruooella Point 
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STATE 

YEAR, 

OHIO 

1968 


page e of gp 


LINE 

NO 

COMMUNITY, SEWER 

DRAIN- 

AGE 

HASIN 

WATER- 

COURSE 

MILEAGE 


P.H. (BOD) 

1 

z 

_ c 

Sg 
jj £ 

REMARKS 

DISCHARGE 

TO 

UN- 

TREATED 

WASTE 

OR 

SANITARY DISTRICT 
INSTITUTION 

ia i« 

fin 

l 


■fcv/fcVi™ 



HI 

B9 

11 

12 

■HI 

KOI 

15 

' 1 

IIASKLB 

LE 

X 

W20. 5-20.0 

Haskins Creek to 

520 

2 




1 

- 

- ! 

Maumee River 

X 



7 

nrcKsvrLLB 

LE 

X 

M79.7-6 

Middle Fork Creek and 

2,200 

1 




l 

- 

- 

Dordon Creek 

300 



y 

HIGHLAND HEIGHTS 

LE 

K 


X 






3 

- 

- 


_ 



< 

HILLIARD 

DR 

X 

X 

branch to Soioto River 

8,600 

l 




10 

" 

- 


955 



i 

HILLSBORO 

OR 

X 

S62.1-x-x 

Branch of Clear Creek 

3,040 

7 



Worth Plant 

10 

- 

- 


'340 



A 

HILLSBORO 

OR 

X 

S62. 1-34.3 

Branch to Rocky Fork 

1,520B 

7 



South Plant 

10 

- 

-X 


170E 



1 

IITRAU 

OR 

X 

X 

EagLe Creek to 

o 

o 

•H 

7 




3 

“ 

“ 

Mahoning River 

X 



i 

HOLOATE 

LE 

X 

1437.0-16.5 

South Turkeyfoot Creek 

1,375 

0 




1 

- 

- 


•l.WE 

- 


9- 

HUBBARD 

OR 

X 

X 

Little Yankee Creek and 

10,800 

7 

*to Shenango River, 



3 

- 

- 

Yankee Creek* 

1 . ^00 

- 


10- 

HUDSON 

LE 

X 

C25.8-10.2 

Brandywine Creek 

2 f 440 

7 




3 

- 

- 


X 

- 


11 

DURON 

LE 

X 

X 

Huron River 

4,695 

1 




4 

- 

- 


X 

“ 


si 

HURON 

LE 

X 

- 

Lake Erie 

500 





4 

- 

- 


X 

- 


II 

INDEPENDENCE 

LE 

X 

X 

Branch to Cuyahoga River 

6,765 

0 



Raw DlaoSiarRO 

3 

- 

- 


6.765EJ 

- 


II 

INDEPENDENCE 

LE 

X 

X 

Branch to Cuyahoga River 

100 

X 




3 

- 

- 


X 

- 


l\ 

INDIAN HILL 

OR 

X 

- 

Ohio River 

- 

- 




21 

- 

- 


- 

- 


IS 

T RONTON 

OR 

X 

OR653 

Ohio River 

11,100 

7 




21 

- 

- 


5-450 



ir 

JACKSON 

OR 

X 

X 

Little Sait Creek 

10,550 

7 




10 

- 

~ 


140 

- 


it ! 

JACKSON CENTER 

OR 

X 

X 

Jackson Center Ditoh and 

2,800 

7 




13 

- 

- 

Wolf Creek 

345 

- 


19 

JAMESTOWN 

OR 

X 

LM50.9 

South Fork of Ceasar 

2,000 

7 




11 

- 

22.7-9*2 

Creek to Ceaaar Creek 

310 

- 


JO 

JEFFERSON 

LE 

X 

042-8 

Mill Creek to 

1,970 

7 




4 

- 

- 

Brand River 

215 

• 


a 

JEROMESV C LLE 

OR 

X 

M108-W23- 

Lake Fork of Mohioan R, 

540 

) 




4 

- 

Moh24LF20 

qnd ffa Ihonding River 

540E 

- 


n 

JOHN 3TO PIN 

OR 

X 

M76. 27-20 

Raccoon Creek to 

2,220 

7 




4 

- 

- 

Lickin* River 

365 

* 


n 

KENT 

LE 

X 

C53 

Cuyahoga River 

17,400 

2 




3 

- 



Q . 7*50 

- 

i 

H 

KENTON 

OR 

X 

S213.6 

Scioto River 

6,580 

7 

1 



10 

- 

- 


480 

* 

1 

l\ 

KETTERING 

OR 

X 


lllanl River 

- 

" 




13 

- 

- 


* 

■ 


15 

KILLRUCK 

OR 

X 

ML08-7-1 

KtUbuck Creek to 

725 

7 




4 


- 

ffalhondln* River 

540 

■ 


» 

LAKE COUNTY 

LE 

X 

_ 

Lake Erie 

6,000 

7 



MADISON 8+ D. 01 

4 

- 

- 


K 

‘ 


J« 

LAKE COUNTY 

LE 

X 

- 

Mentor Marsh 

1,600 

t 



MENTOR s. D. * 1 

4 

- 

- 


c 



19 

LAKEMORB 

LE 

X 

_ 

Cuyahoga River 

- 

• 




3 

- 

- 





JO 

LAKEVIEf 

OR 

13 

X 


Miami River 

- 

- 



13 1 
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STATE 

YEAR 



L_op> — — 1 

iq6s . _ 

pag V. 

Q 20- 


\0. 


COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


| DRAIN- 
AGE 




P.E. (ROD) 

a 

o 


WATER- 

DISCHARGE 

UN- 


REMARKS 

COURSE 

MILEAGE 

TO L 

WiP 

c 

l 


D1S- = 





CHARGED " 





WASTE c 

u< 

IS 

11 

12 

Hack River and Lake Eria 




1 

*ake Erie 

55,000 



- 


40-500 



1189 1 

locking River 

25,650 



- 


5*100 



LM33.7-6.9 1 

furtle Creek 

5*530 

r 


- 


340 



0R94I. 15-20 

iiddle Fork of 

2,545 

r 



.little Beaver Creek 

R 



M29.7-6* 5- 

Little YelLow Creek to 

555 

7 

•Beaver Creek. 

15*5-7.0 

Yellow Creek and* 

100 

- 


M108-7-73-3 

Samel Creek to 

160 

7 

•Tfalhonding River. 


(illbuck Creek to* 

35 

- 


M59* 9-35*9 

Ivin Creek 

1,415 

2 



0^1 SE 

- 


X 

K 

1*440 

1 


- 

- 

580 

- 


M36.5-3.5 

Dry Creek to 

G65 

0 


- 

-laumee River 

065 

* 


M62.5-32.0 

Ottawa River and 

57,400 

7 


-38.0 

Ainrlaize River 

4 °no 

- 


M12 

Muddy Creek to 

580 

7 


- 

Sandusky Bay 

145E 

- 


- 

Cuyahoga River 

- 

- 


OR941-15-9 

Middle Fork of 

1,830 

7 


- 

Little Beaver Creek 

610 

- 


' 

Ohio River 

- 

- 


B13.5-41 .5 

East Branch of Black 

1,100 

7 


- 

River to Black River 

140 

- 


H67 

Hocking River 

7,960 

7 



2 - 1 60 

- 


S83. 1-53*1 

Deer Creek 

3,780 

7 




285 

- 


X 

Slack River and 

99,000 

7 



L,ake Erie 

49 . 500 

- 


M108-23 

38-46060-003 

2 MO 




Rlook Fork of Mohican R. 

:7 


M 108-72 
-9-21 

East Branch of 

Ylmishtllen Creek* 

5,060 

530 

7 

•NimlshiUen and Sandy Creeks and 
Tuscarawas River. 

LM24.6 

Little Miami River 

3,070! 





675 

- 


M13 

Muskingum River 

780 

c 

7 


B20.7-11 .4 

dahoning River 

2,500 

r 




I .no 



X 

Muskingum River 

720 

7 




( 

- 


- 

Haumee River 

* 

- 


LIU 1*9-70. 7 

East Fork of Little 

1,020 

0 



Miami River 

1 * 020 

- 


. - 

Lake Erie 

- 

: 


OR702-50 

Raccoon Creek 

1 765 

560 

i 


- 

Needlea Creek Middle Br* 



♦♦South Branch of Portage River and 

P32-6-2-20 

1 , 175 

7 

Portage River. 


of Portawe River* 

1C 



I 

I 

i 

4 

1 

6 

7 

& 

9 

LO 

I! 

U 

n 

14 

it 

16 

17 

Ift 

19 

10 

21 

22 

2 > 

14 

15 
26 

27 

28 
29 
W 


LAfCRVIESf S. D* # 4 

LAKOOOD 

LANCASTER 

LEBANON 

LEETOJfrA 

LEf P3 IG 

LEROY 

i 

LET ISBURO 

LEX IRQ TON 

LIBERTY CENTER 

hlUA 

LINDSEY 

LINNDALS 

LISBON 

LOCK LA HD 

LODI 

LCKJAtf 

LONDON 

ALORAIN 

LOUDON V ILLS 

LOUISVILLE 

LOVELAND 

LOTELL 

LOWELLVILLE 

LUCAS 

LUCAS COUNTY 
SEWER DISTRICT 

LVNCIIBURO 
LVNDHimST 
tf<5 ARTHUR 
UaCOUB 


LE 

4 

LB 

4 

OR 

6 

OR 

II 

OR 

21 

LE 

1 

OR 

4 

OR 

13 

OR 

4 

LE 

1 

LE 

1 

LE 

4 

LE 

3 

| OR 
21 

OR 

21 

LE 

4 

OR 

6 

OR 

10 

Ile 

4 

OR 

4 

OR 

4 

OR 

11 

OR 

4 

OR 

3 

OR 

4 

LE 

1 

OR 

n 

LE 

3 

,0R 

21 

LE 
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Dcs’d 

TREATMENT FACILITIES 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 





% 

For 



COUNTY 

1%0 

Population 

Estimated 


wS 

Average 



Population 

Scrvctl 

K 

pi 

: o ^ 

< ^ 
wdO 

> < u 

DailyFlov 

MGD 

' TREATMENT 

ONE 

m. 





P.E. 






KUO 

<02 

(1000's) 




'■DM 

3 

4 


6 

I1DB 



U c CON N E LLS 7 f LLE 

Morgan 

2,257 

2,253 

c 

X 


None 

i 

MCDONALD 

Trumbul L 

2,727 

2,725 

s 

0.254 


SchO K CmApEoDfrhBo 

2 



- 

- 

- 

- 

5.030 

- 


McGUFFE! 

Hardin 

647 

645 

cs 

X 

0.06 0 

ShCiBo 

3 



- 

- 

- 

- 

1.000 

- 


MADERTA 

Hamilton 

6,744 

(6,745) 

s 

X 

- 

See Cincinnati 

4 

MADISON 

Lake 

1,317 

1,345 

3 

0.263 

0.190 

ShCpAuiCtnDc rBo 

1 



- 

- 

- 

- 

L.2O0 

- 


MAHON TWO COUNT! 

Mahoning 

* 

(1,400) 

s 

X 


None 

6 

AUSTIN TOWN S. D. 


- 




- 

(thru !oun*rntown sewers) 


MAH ON I NO COUNT! 

Mahoning 


(12,250) 

3 

X 

_ 

None 

T 

ROARDMAN S. D. 


- 


- 


- 

(thru Younqatown soworo) 


* MAHON MG COUNTY 

Mahoning 

- 

1,140 

s 


0.160 

SchAaoCm 

3 

MILTON S. D. 


- 

- 

- 

- 

1.600 



HAHONTNO COUNT! 

Uahoning 

_ 

(180) 

3 

X 


None 

9 

PINS HOLLOW S, D, 


- 


- 

- 

- 

(thur Younqotown sowers) 


MALTA 

Morgan 

983 

980 

C 

X 

- 

None 

10 

MANCHESTER 

Adams 

2,172 

2,170 

c 

X 

- 

None 

II 

MANSFIELD 

Riohland 

47,325 

47,325 

3 

4.683 

15.000 

SohOamCmA aCmDf h r tT VvZo 

12 



~ 

- 

- 

- 

119.70 

- 


MANTUA 

Portage 

1,194 

1,195 

S 


0,100 

CgFbBo 

11 



" 

- 

- 

- 

1.000 

.. 


MAPLE HEIGHTS 

Cuyahoga 

31,667 

(27,515) 

s 

X 

_ 

See Cleveland 

14 



- 

- 

- 

- 

- 

Southerly plant 


MAPLE HEIGHTS 

Cuyahoga 

- 

4,150 

8 

0.460 

0.250 

SohCmAmC DgBo 

11 



**■ 

- 

- 

- 

2.500 

- 


MARBLE CLIFF 

Franklin 

622 

(620) 

X 

X 

- 

See Columbus 

Ifr 

MAR IEM0KT 

Hamilton 

4,120 

(4, 120) 

S 

X 

~ 

See Cincinnati 

IT 

MARIETTA 

Washing ton 

16,8.47 

16,850 

3 

2.006 

3.100 

SohO QmKaCmE DgWXn 

IB 

MARION 


~ 

- 

- 

- 

30.000 

- 


Marion 

37,079 

37,000 

03 

3,712 

3.000 

SmO CraCtuFtrE CroDgWDo 

19 



“ 

- 


- 

40.000 



MAR3HALLVILLE 

Wayne 

611 

610 

S 

0.041 

0.035 

ShCi "FaBo 

2t> 



~ 

- 

- 

- 

0.475 

- 


MARTINS FERR! 

Be laont 

U,?19 

11,920 

CS 

X 

- 

None 

21 

MARYSVILLE 

Union 

4,952 

4,950 

3 

0.403 

0.800 

SohCmAmCraDfhBo 

JJ 

MASON 



- 


_ 

6,400 

- 


Warren 

4,727 

o 

05 

X 

X 


Nona 

JJ 

MASON 

Crestf leld Bevel. 

Warren 

- 

250 

3 

X 

0.024 

ShAmeCpHo 

U 



~ 

■* 

- 

0.240 

“ 


MASON 

0 ft vnibft * Fields Subd . 

Warren 

- 

1,400 

S 

X 

0.142 

SohAceCoHo 

1* 

* MASSILLON X 

Stark 

31,236 

31,235 

s 

4.740 

1 *424 

9.000 

ShOamCmDfrhVvBoXp 

16 

MAUMEE 


■** 

* 

- 

_ 

,730 

- 


Luo as 

12,063 

(12,060) 

s 

X 


See Toledo 

27 

MAYFIELD HEIGHTS 

\ ' 

Cuyahoga 

13,478 

(13,480) 

s 

X 

• 

See Cleveland 

23 

MECHANICS BURG 

Champaign 

1,810 

1,810 

3 

0.141 

0.150 

ShCflFaDchBo 

19 

MEDINA 

Medina, 

8,235 

8,235 

s 

0.831 

1.500 

1.350 

SchamCmFtrF tnCmEcgDf hrBo 

>0 





_ , 

■Mil 

ISEhQI 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE ^ 

YEAR 

Loais f 

D K 1 Rrtni 

1 


1062 


PAGE 


COMMUNITY. SGWI'R 

on 

SANITARY DISTRICT 
INSTITUTION 


WATER- 

COURSE 

mileage 


DISCHARGE 

TO 


un- 

treated 

WASTE 


, DIS- 
CHARGED 
WASTE 


KcCOMELLSVILLE 
He DONALD 
KeGUFFEY 
UAOERIA 
MADISON 

utaiioninq county 

AUSTIN TOM S. D. 

MAHONING COUNTY 
B0AR3UAN S, 0. 

* MARCH I HQ COUNTY 
HILTON S, D, 

MAHONING COUNTY 
PINE HOLLO# S. D. 

MALTA 

MANCHESTER 
|lAANSFrELD 
MANTUA 

maple heights 

MAPLE HEIGHTS 
MARBLE CLIFF 
UAHIEUONT 
MARIETTA 
MARION 

MARSHALLVILLB 
MARTINS FERRY 
MARYSVILLE 
MASON 
MASON 

Crestflald Devel 
MASON 

Olyffoia Fields Subd-| 
#r MASSILLON 

MAUMEE 

MAYFIELD HEIOKTS 
MECHANIC SB CRO 
MEDINA 


H49 

Muskingum River 

2,255 

2*3^E 

B20.7-27.8 

Mahoning River 

2,270 

1 .335 

S222.5-1.4 

Cottonwood Ditch 

645 

X 

- 

Ohio River 

- 

BB 

Big Creek 

1,235 

275 

- 

Mohoning River ! 

- 

- 

Mahoning River 

- 

X 

Mahoning River 

920 

no 

- 

Mahoning River 

- 

U49 

Muskingum River 

980 

QftOS 


RUM ARKS 


0R5BL 

M 108-23 
-27-14-15 

C6B.5 


0R8Q9 


Ohio River 

Rocky Fork and Blaok Forkj 
to Mohican River 1 * 

Cuyahoga River 

Cuyahoga River 

Cuyahoga River 

Soloto River 

Ohio River 

Ohio River 


I 8183-8-5*6 Little Soioto River 

| M108-105 Red Run to Chippewa Creek| 

-5-3 to Tuscarawas River 

OR092 Ohio River 

SL52.7-16 Mill Creek 

Muddy Creek to 
Little Miami River 

Muddy Creek to 
Little Miami River 

Muddy Creek to 
Little Miami River 
Tuscarawas River 

Maumee River 


S98*7-32,2 Jhittle Darby Creek 
-35.8 

Rli-27 West Branch of Rooky R. 
to Rockv River 


2, 170 
2. 1 70S 

37,200 
7 - 460 

1,195 


7,060 
2 ■ 620 


17,900 
10- 100 

43,000 

7^30 

750E 

50E 

U-,920 
11. 'WO 
4,130 
265 

3,075 

3*075E 


64,200 
43* 100 


i,aio 


#Walhondlng River. 


^Rotary distributors on sand f Liters. 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


u\i 

*0 


COMMUNITY. SEWER [ BASIN 
OR 

SANITARY DISTRICT , Maj 
INSTITUTION L»:_lSub 


ieoika county 

S.D. 0 3 
MEDINA COUNTY 
S. D. # 4 
MENTOR 

I EWTOR-ON - TH E - l. AK E 
MEYER3 LAKE 
|HIA«ISBUR0 
MimmELo 
jlTDOLEKUNT 
H IDDLEPORT 
VUDDLETGW 
■MILAN 
MILFORD 
miiLERSBURO 


u 

MINERAL CITY 

OR x 

4 - 

IV 

MINERVA 

OR x 

4 ~ 

IS 

MINERVA PARK 

OR x 
10 - 

IT 

MINGO JUNCTION 

Plant ft l 

on x 
10 - 

IS 

MIU0Q JUNCTION 

Plant # a 

OR x 
10 - 


minster 

OF x 
13 - 

w 

UOO ADORE 

LE x 

3 - 

ll 

MONROEVILLE 

LB x 

4 - 

u 

MONTGOMERY 

OF x 
21 - 

» 

* MONTGOMERY COUNTY 
Reaver Creek S.D. 

OR x 
13 - 

u 

* MOJITO ONE RY COUNTY 
Bolracmfc S.D. 

OR x 

l3 r 

H 

fr MONTGOMERY COUNTY 

OH X 




INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


MOUNT GILEAD 


MOUNT HEALTUr 


MOUNT STERLING 
MOUNT VERNON 
MOUNT VICTOR T 
NAPOLEON 


NAVARRE 


NELSONVILLB 


MEW BOSTON 


NEW BREMEN 


NEW CARLISLE 
NEWCOMER STOWN 


NEW CONCORD 


NEW LEBANON 
NEW LEXINGTON 
NEW LONDON 
NEW MADISON 


NEW PARIS' 


NEW RICHMOND 
NEWTON FALLS 
NEW WASHINGTON 
NEW WATERFORD 


NORTH BALTIMORE 
NORTH CANTON 


Hamilton 


Madison 


Wyandot 


Licking 


Auglaize 


KEIBURQH HEIGHTS Cuyahoga 


Tuscarawas 


Muskingum 

Montgomery 


NEW PHILADELPHIA Tusearatae 


Clermont 


Trumbull 


Crawford 


Columbiana 


Trumbull 


NORTH COLLEGE HILL Hamilton 


Des‘d 

w ^ For 

I960 Estimated fe tu 2 Average 

Population Population £ O ^ DailvFlnw 

Sc,ved «5“^o 

Sg > < o p.e. 
^ <0 S ( 1 0OO'sl 


~ I 1962 | page 12 Of 20 

TREATMENT FACILITIES I 


treatment 


3 0.217 0,340 SchCmAmDgfio 

4.200 “ 

; x - Seo Cincinnati 

1 X 0,200 ShCpAaCpDfeBo 

2.500 - 

■ 2.337 3,300 SchOaGmKaCmDgBo 

22,300 - 

f x - None 

S 0.530 1,250 SgGmCmFthEcDfrtBo 

7.500 - 

0.314 0.240 ShCiBo 

2.400 “ 

0,420 0.500 SchCmFtrhCraDgBo 

6,250 - 

x - None 

3 5.300 to t 000 SghGmCmAaKaDf rtVvSoXp 

66,000 - 

> 0,535 1.400 ScQm{CtnD}EgBo 

9.600 - 

0.213 0.200 ShOhCmAaCpCmDceBo 

2.000 - 

x See Cleveland 

- Southerly Plant 
0,121 0,120 ScCciFthrCmDgBo 
1,200 - 

0,320 0,630 SohOaGmCmDgBo 

7.000 - 

0.115 0.250 ShCraFtrCpDorgBo 
2.500 - 

0.150 0.130 ShCiFtrCpBo 
1.340 - 

x 0,500 ShClFtnBo 

6.000 - 

0,163 0,130 ShClAftFtrCpBo 
1.800 - 

x - None 

x 0,100 ShCIBo 

1.000 " 

0.030 1.530 SohOaGmCmDgBo 

17.000 “ 

0,080 0,250 SohClE Bo 

3.000 - 

0,400 1,000 SghOmCmEcDfrtBo' 

7.000 - 

x - None 

x 0.130 SohAaeCm 

1.300 (under construction 1 

x 3,000 SghGftKaCmEoDfrtBo 

27.000 - 

0.222 0,500 8cbGaClFtBo 
3.500 - 

x - See Canton 

x See Cincinnati 


INVENTORY OF MUNICIPAL WASTE FA JIUTIES 



STATE 

OHIO 

YEAR 

1962 

PAGE 12 of 20 

INK 

io. 

COMMUNITY, SFAVER 
OR 

SANITARY DISTRICT 
INSTITUTION 

DRAIN- 

AGE 

ISAS1N 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

to 

iMi. rnoD) 

H 

2 

- c 

■2 6 
S t 

REMARKS 

MS 

H&uiuol 

Mai. 

Min 

Sub 

B9*!SS 

EiM 

SufiSiai 


9 

m 

M 

11 

\2 

15 

m 

LS 

1 

MOUNT GILEAD 

OR 

X 

SI29.6-35.3 

Whetstone Creek 

3,600 

7 




10 

- 

-20.4 


715 



3 

mount healthy 

OR 

X 

- 

Ohio River 

„ 





21 

- 

- 


- 

_ 


3 

MOUNT STERLING 

OR 

X 


Deer Creek 

2,500 

1 




10 

- 



145 

- 


i 

MOUNT VERNON 

OR 

X 


Sofco3ing River and 

15,000 

7 




4 

- 

- 

^/nlhomltnc; River 

10.300 

* 


1 

MOUNT VICTORY 

OR 

X 

S20L. 4-0.1 

Vildcat Creek 

5952 

) 




10 

- 

- 


59 5 B 

- 


6 

NAPOLEON 

LE 

X 

U45.5 

Maumee Rive 

4,840 

7 




1 

- 

- 


645 

- 


1 

NAVARRE 

OR 

X 

W1O0-82 

Tuscarawas River 

4,000 

1 




4 

- 

- 


2.RBQ 

- 


* 

NELSON VI LIE 

OR 

X 

1153 

locking River 

6,460 

7 




6 

- 

- 


ins 



9 

NEVADA 

LE 

X 

X 

Broken Sword Creek 

915E 

y 




2 

- 

** 


01 5S 

- 


LO 

NEWARK 

OR 

X 

U76-27 

Licking River 

41,300 

7 




4 

- 

- 


it .?no 

„ 


11 

HE* BOSTON 

OR 

X 

0R629 

Ohio River 

3,000 

7 




21 

- 

- 


1.550 

■ 


11 

NET BREMEN 

LE 

X 

M128.U 

iVir th Ditch to 

1,010 1 

m 




1 

- 

05.4-5 

3t, Mary's River 

05 

. 


13 

UEWBURGU HEIGHTS 

LE 

X 


Cuyahoga River 

. 





3 

- 

- 


i* 

- 


14 

NEW CARLYLE 

OR 

X 

M102.5-9.5 

Honey Creek 

1,110 

7 




13 

- 

- 


110 

- 


II 

NEWCQMER3TOWN 

OR 

X 

M108-21 

Tuscarawas River 

5,030 

7 




4 

- 

- 


Z>.nOO 



16 

NET CONCORD 

S3 

X 

1! <19-50-13 

brooked Creek and 

2, 125E 

m 




4 

- 

- 

Kills Creek 

230EJ 



17 

NET LEBANON 

OR 

X 

X 

Ditch to Bear Croek 

1>500B 

7 




13 

- 

- 


315E 

- 


\& 

NET LEXINGTON 

OR 

X 

H79-13-LQ 

Little Bush Creek to 

4,515E : 

7 




6 

- 

- 

*uoh Creek 

90OE 



19 


LE 

X 

V27-12 

£. Branch of Vermillion R 

3,250 

7 




4 

- 

- 

tn Vermillion River 

490 

- 


K3 

NET MADISON 

OR 

X 

X 

East Fork of 

910E i 

> 




13 

- 

- 

rVhitewator River 

910E 

* 


31 

NET PARIS 

OR 

X 

M4. 0-75*2 

ia3t Fork of 

1,6752 1 





13 

- 

- 

/hltownter River 

l.MOB ; 



22 

NET PHILADELPHIA 

OR 

X 

H108-54 

Tuscarawas River 

13,300 ; 

7 




4 

- 

- 


O.noo 

• 


IS 

NET RICHMOND 


X 

0R528 

Ohio River 

1,305 

7 




21 

- 

- 


695 

- 


24 

NEWTON FALLS 

OR 

X 

B20.7-55.3 

Mahoning River 


1 

*y " ■ : ' ■ \ 



3 

- 

- 


1.670 

* 


23 

NET CASHING TON 

LB 

X 

X 

3ranoh to Honey Creek 

1 , 160S 





2 

- 

- 


1 • 1602 




HEW WATERFORD 

OR 

X 

X 

3uli Creek and 

710 

K 




21 

- 

- 

Mttle Beaver Creek 

710B 

- 


37 

HUES 

OR 

X 

B20.7-29.5 

4ahoning lUvor 

19,595 

7 




3 

- 

- 


C 

- 


IV 

JffflWH BALTIMORE 

LB 

X 

P32-6-2.10 

Rooky Ford Creek to 

3,010 

7 

^Portage River to South Branch of 



4 



Middle Branch of* 

X 

- 

Portage 

River. 

t9 

NORTH CANTON 

n 



UmishelUn Creek 

1 J <-, V 1 . .3 ; 

• 




NORTH COLLEGE HILL 

H 


9 

)hio River \ > 






nU 

9 

SI 

: v<. t • 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 







£ 

Des'd 

TREATMENT FACILITIES 


COMMUNITY, SEWER 




For 






Estimated 

Population 

Served 

£ 

IA 

>< 

m 

(A 


Average 
Daily Flow 
MOD 



OR 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

> < 0 

TREATMENT 

LINE 

NO 











£a 

<QS 





hhhhhi 

3 

4 

B 

9GB 

7 



MORTHPIELD 

Summit 

1,055 

1,055 

s 

0.120E 

0.200 

SohAaeCm 

I 



- 

- 

- 

- 

2,000 

- 


NORTH OLMSTED 

Cuyahoga 

16,290 

16,290 

s 

X 

2.500 

SchGaCmAaEcDfrtVvXp 

1 



- 

- 

- 

- 

25.000 

- 


NORTH RANDALL 

Cuyahoga 

688 

(685) 

s 

X 

- 

See Cleveland 

3 



- 

- 

- 

- 

- 

Southerly Plant 


NORTH ROYALTON 

Cuyahoga 

9,290 

9,290 

s 

X 

- 

Nona 

4 

NORWALK 

Huron 

12,900 

12,900 

cs 

1,500 

1,500 

ShEgGciCmPtrCraDoflirgBao 

J 



- 

- 

- 

- 

8.000 



NOR fOOD 

Hamilton 

34,580 

(34,580) 

cs 

X 

- 

See Cincinnati 

6 

OAK HARBOR 

Ottawa 

2,903 

. 2,900 

s 

0.492 

0.480 

SchGmCmEgDfrBo 

1 



~ 

- 

- 

- 

a nnn > 

** 


OAK HILL 

Jackson 

1,748 

1,745 

s 

0.092 

0.075 

SchGhCiFthrCmD Bo 

a 



- 


- 

- 

2.000 

- 


OAXIOOD 

Montgomery 

10,493 

(10,490) 

8 

X 

- 

See Dayton 

9 

OBERLIN 

Lorain 

8,198 

8,195 

s 

0,620 

0,900 

SohCraAaCmDgBo 

ID 



- 

- 

~ 

- 

9.000 

- 


OHIO CITY 

Van Wert 

851 

850 

C 

X 

- 

None 

11 

OLMSTED FALLS 

Cuyahoga 

2,144 

200 

s 

X 

X 

Ca 

12 

OLMSTED FALLS 

Cuyahoga 


1,940 

s 

X 


None 

13 

Raw Discharge 

~ 







OREGON 

Lucas 

13.3L9 

(6,000) 

s 

X 

- 

Sea Toledo 

H 

OERVIILE 

Wayne 

6,511 

6,510 

5 

1.046 

0.000 

SohCmAaFthrCniDgBo 

15 



“ 

- 

- 

- 

? .«? . npo 

- 


OTTAWA 

Putnam 

3,245 

3,245 

c 

0,244 

0,580 

SohKtnCnAmCmE DgBo 

L6 



- 

- 

- 

- 

4,000 

- 


OTTAWA HILLS 

Lucas 

3,870 

(3,870) 

s 

X 

• 

See Toledo 

17 

OXFORD 

Butler 

7,828 

7,830 

s 

0.812 

0.800 

ShOmCraCiFtnCpDgBo 

18 



- 

- 

- 

- 

6.400 

- 


PATNESVILLE 

Lake 

16,116 

16,115 

s 

2.050 

3.000 

SohO OtnCmE DgZyVv 

19 



- 

- 

~ 

- 

24.300 

•* 


PANDORA 

j Putnam 

782 

730 

X 

X 

- 

None 

20 

PARKVIEW 

Cuyahoga 

2,018 

(2,015) 

8 

X 


See Cleveland 

II 




- 

- 

- 

_ 

Westerly Plant 


PARMA 

Cuyahoga 

82,845 

(82,845) 

S 

X 


Sea Cleveland 

22 



- 

- 

_ 



Southerly Plant 


PARMA HEIGHTS 

Cuyahoga 

18,100 

(18,100) 

s 

X 


See Cleveland 

25 



- 

- 

- 

- 

_ 

Southerly Plant 


PAULDING 

Paulding 

2,936 

2,935 

C 

X 

- 

None 

24 

PAYNE 

Paulding 

1,287 

1,285 

0 

X 

- 

None 

15 

PEEBLES 

Adams 

1,601 

1»60C 

s 

0.075 

0.150 

ShCiFtrCpBo 

26 



- 

- 

- 

- 

1.500 

- 


PEMBERVILLG 

Wood 

1,337 

1,235 

cs 

X 


None 

27 

PEN FI ELD HIGH 

S. D. # 5 

Lorain 

- 

(300) 

s 

X 

- 

See Lorain 

25 

PERRYS BURG 

food 

5,519 

5,515 

c 

0.609 

uooo 

SchGmCmKaEgDfrtBo 

29 



~ 

- 

~ 

- 

io.ooo 

■ - 


PERRYSVILLS 

Ashland 

769 

765 

c 

0.061 

0.080 

ShClBo 

: 3o 



" 


- 

- 

1.000 

- 

I 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


USE 

VO 


STATE 

YEAR 

OHIO 

1962 


COMMUNITY, sewer 
OR 

SANITARY district 

INSTITUTION 


(DRAIN- 

AGE 


WATER- 

COURSE 

MILEAGE 


DISCHARGE 

TO 


P.E. (BOD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 






REMARKS 


13 


14 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 
II 

II 

13 

14 

13 

16 

17 

IB 

19 

20 

21 

22 

23 

14 

25 

26 

27 

28 

29 

30 


WORTH FIELD 

north ousted 

north RANDALL 

north royalton 
mgrsalk 

NORWOOD 

OAK HARBOR 

OAK HILL 

OAKWOOD 

OBERL1H 

OHIO CITY 

OUSTED FALLS 

OLMSTED FALLS 
Raw Discharge 
OREGON 

ORRVILLE 

OTTAWA 

OTTAWA HILLS 

OXFORD 

PAINESVILLE 

PAM DORA 

PARKVIEW 

PARMA 

PARMA HEIGHTS 
PAULDrHQ 
PAYNE 
PEEBLES 
PEMBERVILLE 

fekfield high 

S « o. # 5 

PER RVS BURG 

FERRISVILLB 


|LB 

1 

LE 

4 

|le 

4 

LE 

1 

OR 

4 

LE 

I 

LE 

1 

OR 

13 

LE 

4 

LE 

1 

LE 

4 

LE 

3 

LE 

3 

LE 

1 

| LB 
l 

OR 

2i 

|le 

4 

LE 

4 

LB 

1 

OR 


Tributary of 
Otivnhasn River 

|flooky River 

Cuyahoga River 

East Branch of 
Rnrtkv Creek 

HL3. 3-3*5 East Branch of Huron R* 

to Huron River 

Ohio River 

P12 [Portage River 

[0R671-40 (symmee Creek 

Miami River 

B16-0-4 Plum Creek to West Branch 

Of Black R. to Black R« 
|U62. 5-16.0 Prairie Ditch to Little 
37.Q-7.5 Autrlaizo River to* 

Rli-3 West Branch of Rocky 

River to Rocky Rivar 

RLI-3 West Branch or Rooky 

River to Rooky River 

Maumee River 

UiOB-105- Little Chippewa Creek to 
LI Chtnoewa Creek to* 

M62. 5-26-0 Blanchard River 
23.0 and AuffUize River 

Maumee (liver 

M37.3-18 Pour Mile Creek 

G6 Qrand .River 

1162.5-26.0 RiLey Creek to 
-23.0-7.0 Blanchard River to* 

Lake Brie 

Cuyahoga River 

Cuyahoga River 

M62.5-U.O Flat Rock Creek to 
-12.0 AueOMzft River 

|M62. 5-11.0 Rock Creek to 

1-26.0 Atjerlai ze River 

OR591-30 Brush Creek 

P32 East Branch of Portage 

River to Portage River 

Black River and 
Lake Erie 

|ll9.3-3.9 3raasy Creek 

Mohican River 


1,055 

5,OOOE 

l. moE 


9,290 

q.^on 

18, 100 
t . 400 


5,880 |0 
3-3LO 

610 

105 


5,050 
390 E 
850 
R50S 


200E 

200E 

2, 140E 
2* HOE 


14,850 

1.150 

3,245E \T 

1 .nine k 


5 t 960 

LOPO 

15,700 
9.740 
780 
7B0B h 


2,935E 

2 . we 

l t 085E 
1 .nn^s 
1, 600E 
320E 

1.235E 

i.we 


3,660 

1.280 

765E 

530E 


*Auglaisre River. 


"Tuscarawaa River. 


"Auglaize River* 



COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

OHIO 


TREATMENT FACILITIES 


PIKETON 

PIONEER 

PIQUA 

PLAIN CITT 

PLEA3ANT HILL 

PLYMOUTH 

POLAND 

POMEROY 

PORT CLINTON 

PORTSMOUTH 

PORTSMOUTH 
Sclotovt Lie Plant 
POWHATAN POINT 

PROCTOR VI LLE 

PUT- IN-BAY 

QUAKER CITY 

RAVENNA 

RAISON 

RAYLAND 

READINO 

REYNOLDSBURG 

RICHMOND HEIGHTS 

RICHfOOD 

RIO GRANDE 

RIPLEY 

RITTMAN 

RIVERLEA 

RIVERSIDE 

ROCKFORD 

* ROCKT RIVER 


Pike 

11 mass 

Mianl 

Madison 

Miaul 

Richland 

Mahoning 

Meigs 

Ottawa 

Soloto 

Scioto 

Beloont 

Lawrence 

Ottawa 

Gurnaey 

Portage 

Hancock 

Jefferson 

Hamilton 

Franklin 

Cuyahoga 

Union 

Gallia 

Brown 

layoe 

Franklin 

Hontgonery 

Meroer 

Cuyahoga 


*aocsr RIVER 8.6. Cuyaho«a 


Estimated 
Population Population 


UJ £ 

Estimated W Q 

Population Q ^ 

Se,Vcd S >j 0 

£3 gl P-E- 

<02 (looo’s) 


1,244 1,240 CS 0.085 0.400 ShCnE DgBo 

4.000 - 

855 855 C x . Nona 



855 

855 C 

X 

1 

19,219 

19,215 S 

2,589 

4.000 

- 

- 

- 

51.000 

2,146 

2,145 S 

0.100 

0.130 

“ 

- 

- 

1.200 

1,060 

1,060 S 

X 

0.180 

■* 

- 

- 

1,800 

1,822 

l,82p C 

X 

- 

** 

- 

- 

n 

2,766 

(2,765) S 

X 


" 

- 

- 

* 

3,345 

3,345 C 

X 

- 

6,870 

6,870 C 

1.135 

1.500 


None. 

See Struthoro 
None 


lSnOOO - 

33,637 28,935 C 2.687 4.100 SoOmCraE DgW 

41.000 - 

4,700 S 0.108 0.300 ShCiEcDo 
" - ** , nnn 

2,147 2 t H5 x 0.129 0.216 ShClBo 

~ 2.400 - 

m 830 S x - None 

; 357 355 3 x . None 

383 580 S 0.070 0.070 ShClBo 

- ~ 0.700 - 

10,918 10,915 S 0.768 J.250 SdtagGmOaCmAraCmDgBo 

407 400 C x I None 


690 S 

0.023 

0,030 

CaBo 

“ 

» 

o.6oo 

- 

12.830) s 

X 

- 

See Cincinnati 

7,790 S 

0.650 

1.000 

SohCtnCaAmFoDofi 


~ 

10,000 

- 

(5.060) x 

X 

- 

See Euoltd 

2,130 S 

0.134 

0.150 

ShCmFtrD Bo 


• 

1-500 

- 

330 S 

0.020 

0.070 

ShClBo 

~ ™ 

- 

0.700 

- 

2,170 3 

X 

,*• : 

None 

5,410 S 

0.619 

0.200 

SmchCmD Bo 


• 

2,000 


(625) x 

X 


See Columbua 

(250) x 

X 

- 

See Dayton 

1,155 0 

0.U6 

0.124 

GhSo ShClBo 


1G,097 (18,090) S 


l ® Rooky River fl.D, 

44,893 S 4.070 2.000 ShG»C©E DfrgBo 

■ K 20.000 - 









INVENTORY OF MUNICIPAL WASTE FACILITIES 



STATE 

03 

no 

year 

Mfe 

PAGE 14 of g< 

1 

[ 

COMMUNITY. SEWER 

)RA!N- 

AGE 

UASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 


P.E. (i»om 

FVfl 

REMARKS 

15 

1 

mnam 

OR 

SANITARY DISTRICT 
INSTITUTION 



■ 

■Mil 

mmm 

B1 

1 

9 r 

PIKETON 

EEXE 

m 

BUI 

91 

1 1 

534.4 

Scioto River 

1.240E 

UJI 

a 




10 

- 

- 


800G 

- 


2 

PIONEER 

LB 

X 

K128, 1-70.3 

Clear Fork E. Dranoh 

to 

855E 

0 




1 

- 

-2.0-1. 2 

St.. .Inspnh River 


- 


5 : 

PIQUA 

OR 

X 

Ml 22 

Miami River 

22, LOO 

7 




1? 

- 

- 


*7 . ?no 

- 


4 \ 

PLAIN CITY 

OR 

X 

S98. 7-49.1 

[Jig Darby Creek 

2, 145E 

7 




10 

- 

- 



- 


5 

PLEASANT HILL 

OR 

X 

M86-29 

Stillwater River 

l t ObOE 

7 




13 

- 

- 


740B 

- 


6 

PLYMOUTH 

LB 

X 

H13. 5-17.5 

iVoat Branch of Huron 

R, 

1,8200 

3 




4 

- 

- 

to Huron River 

1 . n?OR 

- 


7 

POLAND 

OR 

3 

X 

X 

Mahoning Rivor 

- 

7 


8 

POMEROY 

OR 

X 

0R729 

Ohio River 

3 , 345B 

0 




21 

- 

- 


3.445G 

- 


9 

PORT CLINTON 

LB 

X 

- 

Lake Erie 

14 1 200 

7 




4 

- 

- 


5.^30 

- 


10 

PORTSMOUTH 

OR 

X 

OR625 

Ohio River 

28,000 

7 




21 

- 

- 


13. Asa 

- 


II 

PORTSMOUTH 

OR 

X 

QR62$ 

Ohio River 

4 , 700E 

7 



Solotovllie Plant 

21 

- 

- 


3.7nnR 

- 


12 

POJIMTAH POTHT 

OR 

X 

011871 

Ohio River 

2, 1452 

7 




21 

- 

- 


Lt 3ns 

- 


11 

PROCTORVILLG 

OR 

X 

OR676 

Ohio River 

830G 

3 




21 

- 

- 


R30G 

- 


14 

PUT-IN-SAY 

LB 

X 


Lake Erie 

355E 

0 




4 

- 

- 


355E 

- 


11 

QUAKER CITY 

OR 

X 

H99-58-18 

Leathorwood and 

1,630 

z 




4 

- 

- 

Wt Lin Creeke 

M«0 

- 


16 

RAVENNA 

LB 

X 

C61.S 

Ditch to Congress 

10,050 

7 




3 

- 

~ 

Lake Outlet 

500 

- 


17 

RA7S0N 

LB 

X 

M62. 5-26,0 

Ottawa Creek to 

400E 

3 

"Auglaize River. 



1 

- 

-42.2-5.0 

Blanchard River to* 

400E 

- 


10 

RAYLAND 

OR 

X 

X 

Ohio River 

690B 

7 




21 

- 

- 


4R0B 

- 


Itf 

READING 

OR 

X 


Ohio River 

- 

- 




21 

- 

- 


I’- 

- 


10 

REYNOLDSBURG 

OR 

X 

SU5-11.1 

Blackllok Creek 

ll, 450 

7 




10 

- 

- 


2 . 

- 


21 

RICHMOND HEIGHTS 

LB 

X 

- 

Lake Erie 

- 

- 




3 

- 

- 


- 

- 


22 

RICH STOOD 

OR 

X 

S172. 5-8,3 

Felton Creek 

2,130 

7 




10 

- 

- 


snnR 



21 

mo GRANDE 

OR 

X 

0R702-22 

Raccoon Creek 

330E 

7 




21 


- 


2,220B 

- 


24 

RIPLEY 

OR 

X 

0R561 

Ohio River 

2 , L70S 

0 




21 

_ 



2.17DE 

- 

. 

IS 

Ft ITT KAN 

OR 

X 

11108-105 

River Styx to 

5,100 

1 

*to Tuscarawas River 




4 

- 

9-1 

tyilnnewa Creek* 

3.430 

“ 


26 

RIVBRLEA 

OR 

1 x 

- 

Scioto River 

- 

- 




10 

\ - 

- 


“ 

— 


27 

RIVERSIDE 

OB 

t X 

_ 

Miami River 

- 

- 




13 

i - 

- 


“ 

- 


t8 

ROCKFORD 

LB 

J X 

11128.1-43.6 

i St. Marys River 

1.135B 

7 




1 

- 

- 


850E 



to 

* ROCKY RIVER 

Lf 

i X 

- i, • • 

Lake Erie 

- 

- 




4 

- 

~ 



- 


50 

A ROCKY RIVER S.D, 

Li 

3 x 

- " ' 

Lake Brie 

44 # B95 

4 




4 

- 

- 


X 




143 








INVENTORY OF MUNICIPAL WASTE FACILITIES 

(state 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


ROUE 

Franklin 

ROSS FORD 

food 

ruqgles BEACH 
hittiwanga beach 

Erie 

RUSHLYVANTA 

Logan 

* BUSSELLS POINT 

Logan 

* rbssells POINT 

Ruesetla Point S,D. 

Logan 

SABINA 

Clinton 

SAINT BERNARD 

Hamilton 

SArilT CLAIRSVILLE 
North Plant 

Belmont 

saint clairsville 

South Plant 

Belmont 

saint martin 

Brown 

saint MARYS 

Auglaize 

SAINT PARIS < 

champaign 

SALEM ( 

Columbiana 


Tyear 


1960 

Papulation 


Estimated 

Population 

Served 


r-L- 

OHIO 

Des'd 

For 

w 2 

o c 

m ^ Q 

Average 
Daily Flow 
MOD 

U-2 B — 1 » — i 

> < o. 

P.E, 

< 0 s 

(1000's) 


X 

1°. 175eI 0.300 1 SohAaeCoi 
1 “ ' 3,000 1 


[ PAGE 15 of 

treatment fa cm ms ~ 

treatment 


8 

Non© 

See Toledo 

ShClEgDo 

Non© 

Se© RussoUg Point S.D. 
ShClFaBo 


See Cincinnati 
ShCiFtrCpBo 

I i.UUUf 

3(465 S 0.U8 L.250 ShClFtrCpE Bo 

“ - 2.500 ~ 


0*014 0,018 ShCpFaBo 
0.450 - 

0 - 033 o!soO S “ gKaCmAraCl!lF th<?DfgBo 

0.150 ShCiFtrCpBo 

2.100 - 

2o!ooo ^OmCmAaCKFtrDrgBo 

None 


40*300 Ss ° QhCmEoDf PtVvXp 

0.075 ShCmt-CpBo 
1.000 - 

0,500 ShGhCmFtrFaCmD BoLa 
5.000 - 

See Cleveland 
Southerly Plant 
Non© 


0.875 


144 


0.800 

8.000 


1.500 

13.500 


0,I20| 

1.200 

0.100 

1.000 

2.000 

20.000 


SchCmE DgVv 

Sea Cleveland 
Easterly Plant 
See Cincinnati 

See Lorain 

SchOaQmCinAaCinDfrgBo 

Non© 

ShClFtrBo 
ShCaFsBo 
SchOmCmAaCmDgVv 
See Akron 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


OHIO 

1962 

page 15 Of 20 


ISN'T 

SO 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN 

AGI: 

BASIN 


ID 


10a 


water- 

course 

MILEAGE 


DISCHARGE 

TO 


12 


P.E. (BOD) 


UN- 

TREATED 

WASTE 


DIS- 
CHARGED 
WASTE 


REMARKS 


\ 

2 

3 

4 

5 

6 
7 

a 

0 

10 


ROME 

ROSSFORJD 

flUSGLES BEACH 
HITTUVANQA BEACH 
RUSIILmNHA 

* RUS SELLS POINT 

* RU3SELLS POINT 
^Rucgftl Is Point S.D« 
SABINA 

SAINT BERNARD 

SAINT CLAIR3VILLE 
North Plant 

AT NT CLAIR3VILLE 
ourth Plant 
(SAINT HAlttTN 


11 JSAINT KAFYS 

'* (saint paris 
14 ISALEM 
14 IsAMHEVII.LE 
» [S A. 'I DUSKY 
IT SEAMAN 
« * SEBHINQ 

19 SEVEN HILLS 
J<> SEVILLE 
J‘ SHAQY3IDE 
JJ WllAKER HEIGHTS 
« SIIARCNVILLE 
* 4 .SHEFFIELD LAKE 
IV SHELBY 
'■6 SHERKOOQ 
!T SHILOH 
S SHREVE 
9 SIDNEY 


X 

X 

X 

: r 


o {silver lake: 


!or 
10 
LE 
1 

LE 

4 

on 
10 
OR 
13 
OR 
13 
(OR 
11 

m 

pi 

OR 
17 

DR 

21 
OR 

11 

u 

l 

13 
OR 

21 

on 

21 

LE 
4 
OR 
10 
OR 
3 

LE (x 

3 - 

OR 

4 

;or 
21 
LE j 

3 
OR 
21 

LE 

4 

OR |x 
4 

LE | 

1 

jLEj 
4 

OR j 

OR 
13 

|LE lx 


5194 . 1-27 


>ll6l»3 


pnao6-i2 
Mil. 9-69, 6 
W120. 1-79.0 
x 

0R94UL5-L9 

0R930-12 


H109-105-L6 

on a 84 


M108-W23 

Moh27-46 

W75.0-2.0 

1113.5-42*5 

U108-7-48 

14133,0 


Sciotio River 
Maumee River 
Lake Erie 
lush Creek 
Miami River 
liami River 
Wilson Creek 
Ohio River 

Branch to Wheeling Creek 

loMahon Creek 

East Fork 

it, Marys River 

iranch to Nettle Creek 

■lid die Fork of 
♦title Beaver Creek 

fellow Croak 
Lake Erie 

West Fork of Ohio Brush 
Creek to Ohio River 

Sebring Branch of 
itahontm* River 

iuyahoga River 

Chippewa Creek to 
rnsnnrnwafl River 

Ohio River 
Lake Erie 
3hio River 
Lake Erie 

Black Fork of Mohican R, 
to Wa Ihondlm? River 

Sulphur Creek to 
rfniimee River 

l/eat Branch of Huron 
liver to Huron River 
(illbuok Creek and 
ValhonrMne River 

iiarai River 
Cuyahoga River 


140B 

HOE 


5 ,OQOS 
3.330C 


600 

600 


3,350 

240 

2, 315E 


375 

65 

3,040 

Ann 

150 

20E 

13,900 

o^o 

1,460 

300E 

12,750 

2,015 

?.A|«5 

38,500 
23 -*no 

715 


1,310 

265 


1,190 f> 

\ . > 'in.fr; 

4,200 
S> mn 


5,500 

59.5 

575 

*?s 

720 7 

1,610 l 

13,250 [7 
970 


145 

















INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMM UNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 



STATE 

YEAR I 

OHIO 

1 1 i 1 "" " i - 

1962 


STEUBENVILLE 
STRONGSVILLE 
* STRUTS ERS 

STRIKER 

SUGAR GROVE 

SUMMIT COUNTY 
Stor TwD.Diat.# 4 
SIWBURY 

SI ANTON 

SYLVAN I A 

tiffin 

TILTONSVaiE 

TIPP CITY 

* TOLEDO 

TORONTO 

TROTWOOD 

troy 

TROY 

Northeast Plan* 
TUSCARAWAS 

Tf INSBURO 


Jefferson 

Cuyahoga 

Mahoning 

VILliama 

Fairfield 

Suanlt 

Delaware 

Fulton 

Luoaa 

Seneca 

Jefferson 

Miami 

Lucas 

Jefferson 

Montgomery 

Miami 

Tuscarawas 

Summit 


w 3 Average 
O E DailyFJow 

g < O P.E. 

< 0 S fi oqq^) 


TREATMENT 


SILVERTON 

Hamilton 

6,602 

(6,680) S 

SNITBVILLE 

Wayna 

1,024 

1,025 S 

SOLON 

Cuyahoga 

6,333 

6,330 S 

SOUTH CHARLESTON 

Clark 

1,505 

1,505 3 

SOUTH Euciro 

Cuyahoga 

27,569 

(27,565) S 

SOUTH LEBANON 

Kash 0 Amburgy Subd. 

Warren 

2,720 

300 S 

SOUTH ZANESVILLE 

Muskingum 

1,557 

1,555 x 

fiPENCERVILLE 

Allen 

2,061 

2,060 C 

SPRING BORO 

Royal Oaks Pk. Subd. 

Warren 

917 

650 S 

SPRINGFIELD 

Clark 

82,723 

82,720 CS 

STARK COUNTY 
Reedurban-Oenoa 

Stark 

- 

(2,000) S 


1 (6,680) Is x - See Cincinnati 

1,025 S x 0.150 SchAaeCm 

- - 1 .783 (under construction) 

6,330 S x 0.700 SmGaCraAaEoDfrtVv 

\- - 7.000 - 

1,505 S x 0.150 ShClFtrCpBo 

- - 1.500 - 

(27,565) S x - See Euclid 

300 S X 0.030 SohAaeCp 

M - 0,300 - 

1,555 x 0,033 0.200 ShCmDgBo 
- - R.nno - 

2,060 0 0.142 0.250 SohO CroAmCinBfiBo 

I- - p.snn • 

650 3 0.066 0.160 SohAaeC® 

- - 1.600 - 

82, 720 CS 19.400 25.000 SnQiaCnEogrthDr hrtWXa 
- h 105.00 - 

(2,000) Is I i - Sbb tfasaillon 

32,495 CS 2.799 9.000 SohO OaXaCmE 0 WXn 

- 65.000 - 

8.500 C x - None. 

1 -' 630 - - L?: 2 5 m O^nQamCniKaEogDfhrtVvXp 

M05C x 1 

475 3 * 0.050 ShCiBo 

I" [ “ 0,500 ~ 

12, l90|s 0,909 x ShCiBo - 

“ - 5.000 - 

1,360 S 0.103 0.075 ShCiFaBo 

I- I - I 1,000 - 

2,305 0 0.318 0.317 SohOmCaiFthrCmDogBo 

" I - I - ** , n no 

5U85 S 0.564 0.300 SohOaOmCmAaCmB DgBo 
r 1 - 3.000 - 

21,475 C 1.446 4,000 SohmamCoB DgBo 
~ - M>s jwi 

2 -«0 S 0.127 0.310 ShClBgoBo 
r I - vvw - 

4,265 S 0.252 0.400 ShClFtrCpBo 

I - I - a nan 

351,660 0 55.390 00.000 B.OaOxCA.CE Do.eBoLa 
’ - 600.00 - 

7 7AA n 

,,eo 0 * l.ooo SohQaCoEoBDfrV.XD 

* I ' lo. non - 

6,990 S 0.537 0.120 SohOaCaAmCioDgBB 

" * 1 -700 - 

- ,685 ! 1 * 037 l 3 * 000 SohOmCnFthrCwDfrgVv 

-'°n ? * 0.700 SohOmAaeCraEo 

... " ’ 7 ‘ 000 (imder oonatruotion) 

_ 815 * * 0.075 ShCiBo 

r ~ I 1 

4,095 8 0.34Ci 0.600 SchCnAaCnDgBo 

-*■ I" | " I 6.000 - 

.. 146/ " L ■ — r:, 





INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

OHIO 

T 

-MS-g 


PAGE 


E 16 of go 


rv: 

vo 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


DRAIN 

AGE 

BASIN 


WATER- 

COURSE 

MILEAGE 


DISCHARGE 

TO 


P.E. (ROD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


REMARKS 


10 


13 


L 

I 

V 

4 

5 
A 

3 

I 

9 

]•> 

11 

II 

II 

II 

1? 

16 

17 

II 

19 

N 

II 

» 

H 

« 

26 

17 

8 

29 

W 


SlLVEftTON 

SMITilVILLE 

SOLON 

[SOUTH CHARLESTON 

SOUTH EUCLID 

[SOUTH LEBANON 
pash D Amburgy Subd. 

SOUTH ZANESVILLE 

SPEHCBftVILLE 

SPRIHOBQRO 

Royal Oaka Pk„ Subd. 

SPfllNGFIEU) 

STARK COUNTY 
Reedurban-Oenoa 

STEUBBNVILLS 

|STROtf£}VtLLE 

* STRUTHERS 

STRIKER 

SUGAR GROVE 

SUMMIT COUNTY 
Stov Twi>, Oiat.j? 4 
SUN01IHY 

STANTON 

SYLVAN I A 

TIEPIN 

TILTONS V I LLE 

TJPP CITY 

A TOLBBO 

TOnONTOi 

THOTHDOD 

TROY 

(troy 

(northeast Plant 

Ituscarayas 

hinsburo 


on 

21 

|oR 

4 

LE 

3 

|0R 

II 

LB 

3 

E 

OR 

4 

LB 

1 

OR 

11 

OR 
13 
OR 
4 

OR 

21 

LB 
4 

OR 

3 

LB 

1 

|0R 

6 

LB 

3 

on 

10 

LE 

1 

LB 

4 

LE 

2 

PR 

{21. 

|oR 

|13 

LB 

1 

OR 

21 

OR 

13 

iOR 

13 

[OR 

13 

OR 


LU99.5 


(W62.3-39 

4*5 


H84.7«24,7 

|oR913 

x 

B20.7-13.9 

264.5-35*0 

1179 


Ohio River 

Sugar Creek to 
fnflcArnwaa River 

Branch to Tlnkere Creek 
Little Miami River 
Lake Erie 

Dry run to Miami River 


Six Mile Creek 
to Aiitflnlse River 

Clear Creek to 
Miami River 

Mad River 
Tuscarawas River 
Ohio River 

Branch to East Branch of 
Rockv River 
Mahoning River 

Tiffin River 

Hocking River 

Cuyahoga River 


S115-40.5 

Big WaLnut Creek 

5.0-29.5 

Swan Creek 

06-12 

Ten Mi La Creek to 
Ottawa River 

S40 

Sandusky River 

0R898 

Ohio River 

M104 

Uaml River 

M0*6 

Maumee River 

0921 

Ohio River 

M83*5-0 

Wolf Creek 

HI 13 

Miami River 

X 

Miami River 


X 

X : : 

Tinkers Creek 


1,025 
1 .09 SB 

6,330 
6. 330E 

910 

2453 


300E 

1B0 

105 

1,545 

iso 

650E 


94,800 


23,600 7 
16.900 - 

8, 500 p 


15,630 

1,205 

1.9rtSB 

475 

12,190 

2,800 

750 

1.530 

4.530 

nAo 

13,950 

10-150 

I, 570 

3,81.0 }. 
^7=5 

456,000 |7 
93. anrt 

7,780 |7 
7.7RHE j- 

5,340 

II, 700 
1 . 710 

4,OOOE 

815 


1,045 
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STATE 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


ft UHBlCHSVILLE 

Tuscarawas 

UNION CITY 

Darke 

UNIVERSITY HEIGHTS 

Cuyahoga 

UPPER ARLINGTON 

Franklin 

UPPER SANDUSKY 

Wyandot 

URBANA 

Champaign 

UTICA 

Licking 

VALLEY VIEW 

Franklin 


VANDALIA 

VAN IERT 

VERMILLION 

VERIilLLtON-ON- 

THE-LAKB 

VERSAILLES 

WADSWORTH 

WALBR1DC8 

WALTON HILLS 

WAPAKONETA 

WARREN 


Montgomery 

Van Wert 

Erie 

Lorain 

Darke 

Medina 

Wood 

Cuyahoga 

Auglaize 

Trumbull 


WARRENSVILLB HEIGHTS Cuyahoga 
* WARREN SVXLLE OVP, Cuyahoga 

WASHINGTON Fayette 

WASHINGTON VI LLB Columbiana 
WATERVILLE Lucaa 

WAUSEON 


iavehlt 

WAYNE 

WAYNESBORO 

WAYNESVrLLB 

WELLINGTON 

WELLSTON 


Lucaa 

Fulton 

Pike 

food 

Stark 

farran 

Lorain 

Jackson 
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16, Ml 
28,486 
4,941 
10,461 
1,854 
1,221 
6,342 
11,323 
4,785 
1,273 
2,159 
10,635 
2,142 
1,776 
6,756 
59,648 
10,609 
2,261 
12,388 
810 
1,856 
4,311 
3,830 
949 
1,442 
1,396 
3*599 
5,728 


10,360 CS 1.070 1.700 SohOaCraAnCnDfhBo 
17.000 - 

1,655 8 0.270 0.250 ShCmFtrCmDoBo 

- - - 1 «i nn - 

6,640) S x - See Cleveland 

- - Eaoterlv Plant 

8,405) xx - Seo Columbus 


(16, 640] 
(28,405) 
4,940 
10,460 
1,850 
( 1 , 220 ) 
6,340 
11,320 
4,785 


0,706 0.500 SchOaOmCmAaCmE DgBo 

.. n r\/\r\ „ 

1*175 1.500 SohGmCmF thr CroDgBo 

- ]5.snn - 

0.220 0. 180 ShCpAmCpDrogBo 

- i.nnn - 

x - Seo Columbus 

0.409 0.500 ShCiBo 

- s.non - 

> 1.560 1.000 SmgQhCmF’trCmEgDomrgBoo 
10.000 - 

0.263 0.360 SUClEoDo 

- a nnn 


1,270 x 

0.200 

0.500 

“ 

- 

i , son 

2,155 0 

0,154 

X 

- 

- 

X 

10,635 S 

1.198 

1.200 

- 

- 

12,000 

2,140 S 

0.193 

0.100 

- 

- 

1 . nnn 

1,775 x 

0.333 

X 

6,755 CS 

0.799 

1.200 

- 

- 

12.000 

59,645 CS 

X 

13.500 

~ 

«■ 

90,000 

( 10,610) S 

X 

- 

(6,000) S 

X 

- 

12,385 C 

1.100 

1.250 

- 

- 

PVnnn 

810 S 

X 

0.100 

- 

- 

l .000 

1,855 C 

0.242 

0.120 

- 

- 

1.500 

4,310 CS 

0,720 

0,430 

- 

- 

4.000 

3,830 S 

0.211 

0.750 

" - 

- 

7.500 

950 S 

X 

- 

1,440 C 

0.120 

0.200 


ShCmAmCmDorgBo 


SohCmAmC E DgBo 


Seo Cleveland-Southerly Plant 
(thru Warronavil lo T*r>. ocveral 
See Cleveland 
Southerly Plant 


um c x 


2.000 - 


3,600 3 0.21C 0.250 ShClFtrFsBo 

2.500 - 

5*725 S 0.519 1.000 ShGhCiBo 

" - - 6,000 “ 


148 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


1962 


— 

DRAIN* 

ACilS 




1 


COMMUNITY. SEWER 

RASIM 

WAT FIR' 


hm 




DISCHARGE 

■ktcsib 

■/ 


OR 


. 



; sANfTARY DISTRICT 

Maj. 

Suh. 

course 

MILEAGE 

TO 


G g 

.Se 

REMARKS 

T INSTITUTION 

Min. 










BgaSglo 

0-0 







WASTE 



- 9 

m 

m 

U 

12 

13 

m 

15 

— Jeuesvills 

on 

X 

0933 

Ohio River 

2,660 

m 



21 

- 

** 


1.7*>0 

_ 


fgST ALEXANDRIA 

OR 

X 

M59*9-27.4 

Twin Creek 

1,525 

7 



13 

- 

- 


i.oooe 

_ 


(tE3T CARROLLTON 

OR 

X 

M7U2 

Miami River 

4,750 

7 



13 

- 

- 


4.750 



t>£STERVU.LE 

OR 

X 

SLL5-15 

Alum Creek 

6, 180 

7 



10 

- 

-10.9 


385 



(fETST JEFFERSON 

OR 

X 

X 

Little Darby Crook 

1,080 

7 



10 


- 


170 

- 


fEST LAFAYETTE 

OR 

X 

HlOQ-LO 

Tuacarawao Rivor 

1,250 

7 



4 

~ 

- 


820 

- 


WESTLAKE 

LB 

X 

X 

flranon to Lake Erie 

12,905 

0 



4 


- 


12.Q05E 

- 


Vest liberty 

OR 

X 

WQ4* 7-50.3 

Had River and 

1,520 

7 



13 

- 

- 

Miami Rivor 

X 

*. 


STEST HILTON 

on 

X 

M36-17.1 

Stillwater Rivor 

2,970 

7 



13 

- 

~ 


X 



FE3T0N 

LE 

X 

1125*0-7*5 

Keaton Creek 

1,075 

3 



1 

- 

- 


1.H75 E 

- 


VEST SALEM 

OR 

X 

H 

Muddy Fork Cr* f Lake Fork 

1,015 

0 

tt lilO0»2.3Wch24LFLQMF15 


4 

- 

- 

M oh loan and Walhondlnij R* 

1.015B 

- 


WEST UNION 

OR 

X 

011391-12 

Brush Creek 

1,760 

7 



21 

- 

- 


X 

- 


WEST UN [Tit 

LB 

X 

M64. 5-39.5 

Walnut Run to 

1,190 

0 



1 

- 

-40 

Tiffin Rivor 

1J90E 



aiiEELERSDuna 

OR 

X 

0R634 

Ohio Rivor 

2,600 

0 



JH 

” 

- 


2,hBOE 

- 


WHITEHALL 

OR 

X 

_ 

Goioto River 

p. 

* 



10 

- 

- 


- 

- 


1 Wtl nEIIOUSB 

LE 

X 

M3. 0-21.0 

Branch to Sandy Creek 

1,135 

0 



1. 

- 

- 


1.135E 

- 


WICKtrPFE 

LB 

d 

X 

- 

Lake Brio 

- 

- 


WILLARD 

LB 

X 

1113*5-17*5 

Willard Branch to Wf oat 

4*500 

7 

*to Huron Rivor 


4 

- 

-7 

Rrnnoh of Huron Rivor# 

1,630 

* 


* wuLouaiiBr 

LB 

X 

C4 

Chagrin River 

27,525 

7 



4 

- 

- 


X 

- 


WItXOSICK 

LE 

3 

X ! 

- 

Lake Erie 

- 

- 


W ILSUNGTON I 

or! 

X 

LIS39» 1-18*2 

Lytlea Creek to 

10,900 

7 



n 

- 

-9*2 

Todd Fork 

745 

- 


» INOItAH 

OR 

X 

X 

Sand and Eagle Creeks to 

1,940 

7 



3 

- 

~ 

Mflhoni mr Rivor 

215 

- 


UfOOOIiAWK 

OR 

X 


Ohio River 

- 

- 



21 

- 

- 


- 

" 


■OODSFtEbO 

OR 

* 

0R862-12 

Sun fish Creek 

2,955 

7 



21 


- 


X 

- 


■OODVILLB 

LE 

X 

P26 

Portage River 

1,700 

0 



4 




1.70QE 

- 


WOOSTER 

OR 

X 

U 108-7-53 

Kill buck Creek to 

19,100 

2 


4 


- . 

WolhnnHintr River 

13. ano 

- 


WOtlTlilNaTON 

OR 

X 

- 

Soloto River 

- 

- 

i ’ 


10 

- 

- 


- 

" 


*bnia 

OR 

X 

LM75*4-3*6 

Shawnee Creak 

21,000 

7 


11 


- 


4-750 

- 


XENIA 

OR 

X 

x 

Gladys Run to 

9,200E 

7 


Run Plant 

11 



Little Miami River 

X 

- 


pet.Lou springs 

OR 

11 

X 

LM84 

Little Miami River 1 

6,240 

7 
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DRAIN'- 


ACT. 

COMMUNITY. SEWER 

WATER* 

OR 

COURSE 

SANITARY OI STRICT 

Mai.-, MILEAGE 

INSTITUTION 

Sub. 

Mm. 





INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

OHIO 


COMMUNITY, SEWER 

DKAIN 

AGE 

RASIM 

WATER- 

COURSE 

MILEAGE 


PE, (ROD) 

OR 

SANITARY DISTRICT 

Mdj., 

iub, 

10! 

DISCHARGE 

TO 

UN. 

TREATED 

WASTE 

1NST1TU FION 

») 

Min. * 

10 1 

11 


Di$. 

CHARGED 

WASTE 

LIKA 

LG 

X 

UbZ. 5-32.0 

Sugar Creek to Ottawa and 

I r “500 

State Hospital 

1 

~ 

-36.0 

A»*laiae Rivera 

X 

LONDON 

OR 

X 

SB3. 1-539 

Deer Creek 

X OXrt : 

London Prison Farm 

10 

~ 

- 


?sni3 

MACE DON T A* 

LG 

X 

X 

Branch to Cuyahoga River 

B50 


3 

— 

“ 


X 

HAN ON I Nil COUNTY 

OR 

X 

X 

Branch to Mill Creek 

260 

T. R. Hospital 

4 

- 

•» 


X 

MARION COUNTY 

OR 

X 

X 

Small Creek 

125 

Marion County Homo 

10 

- 

- 


X 

Methodist 

OR 

X 

X 

Olentangy River 

X 

Children*] Homo 

13 

- 

- 


X 

HTAlir COUNTY 

OR 

X 

X 

Miami River 

125 

KEant County Homo 

13 

- 

- 


X 

MIAUr COUNTY 

OR 

X 

X 

Lost Creek to Miami Rlvor 

130 

Knonn Childreno Homo 

13 

- 

- 


X 


20 of 20 


B50 7 *Uailhorden State Hospital. 


i MOUNT no Ml 
Sant tor lum 


XXX 
X ~ - 

OR x - 


u MOUNT VERNON OR x - 

Mount Vernon Coilogo 4 - - 

U MOUNT VERNON OR * x 

Hftto Sanitorlura 4 - - 


3 OR IENT* OR x x 

10 - - 

> PICKAWAY OR x x 

Flokaway County Homo 10 - - 

I PORTAGE LG x x 

Porta*© County Homo 4 - - 

■» HICIII-AMD COUNTY OR x x 

Richland County Homo 4 - « 

4 8AH0USKY* LB a x 


| li 8AH0USKY* LB a x 

! 4 ~ ~ 

« SENECA COUNTY* LG x x 

2 ~ - 

» SHELBY COUNTY OR x x 

Proabv tor lan Homo 10 - ~ 

w SPaiHOFIELD OR X M04 

Wnaonla Homo 13 - - 

» STARK COUNTY OR x x 

Brunnerd&le Seminary 4 - - 

11 STARK COUNTY OR x x 

Children!* Homo 4 - - 

» STARK COUNTY OR x x 

Ip B* Sanatorium 4 « - 

« SUMMIT COUNTY IE x x 

Suasilt County Homo 3 - - 

M TRUWBUUL COUNTY OP. x X 

Tran bull County Home 3 - - 

A TUSCARAWAS COUNTY OR * x 
TueoarawAB Co* Home 4 - - 

K IARREH COUNTY OR X x 

Children*) Home 11 - - 

» 1ASHIH0T0N COUNTY OR x x 
lothlneton Co* Home 4 * - 

W VAYNE COUNTY OF x x 

Wayne County Home 4 - - 

« 1 1 LEER FORCE OR x LIT 

lllber/oroe Untv, 11 - ~ 


Ground water 

1 

H 

Tributary to Canter Run 

1,4255 


pnse 

Big Darby Creek 

9, 150 
2*400 

X 

125S 

- 

40E 

Branch to Cuyahoga River 

i5oe 


3GB 

Brubacher Creek 

120 


40G 

Pipe Creek to 

1,500 

Senduekv Ray 

220 

Sandusky River 

100 


X 

Kiser Ditch 

300 


X 

Mad River 

700 


X 

X 

125 

X 

Branch to Mahoning Rlvor 

300 

x 

Branch to Nimlshillen 

555 

Creek 

1A*> 

Branch to Cuyahoga River 

400 

X 

lounge Run 

500 

X 

Beaver Dam Creek 

150 


X 

Branch to Turtle Creek 

too 


X 

flavine to Duck Creek 

150 

X 

Ditch to Apple Creek 

350 


X 

Uassie Creek 

1,435 

1.10 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


I STATE 

f YEAR 


[ OHIO 

1962 

PAriL! 20a of 20 


OHIO 


Community or facility 
providing sewer aevvic e 


AKRON 


ASHTABULA 

CUYAHOGA COUNTY S.D .#13 
CANTON 


CINCINNATI 


C LE V£ LAND - EASTERLY PLANT 


CLEVEIiAND-SOUTHERLY PLANT 


CLEVELAND-WESTERLY PLANT 
COLUMBUS 


DAYTON 


CommunitieB and/or 
facilities served 


Cuyahoga. Falls 
Lokemore 
Mogadore 
Silver Lake 

East Ashtabula 

Breckaville 

Meyers Lake 
North Canton 

Ambarly 

Arlington Hgta. 

Blue AbH 
Cheviot 
Deer Park 
Elmwood Place 
Eyajidale 

Fairf ax-Madi son Place-Golf Manor 

Greenhilla 

Indian Hill 

Lock land 

Maderia 

Marieraont 

M on t gome r y-Mt . He al thy 

North Collage Hill 

Norwood 

Reading 

St. Bernard 

Sharonville 

Silver ton 

Woodlawn 

Beach wood 
Bratenahl 
Cleveland Hgts . 

East Cleveland 
Highland Hgta, 

Lyndhuret 
Mayfield HgtB. 

Shaker Hgta, 

Univerotiy Hgta . 

Brooklyn 
Brooklyn Hgta. 

Brook Park 
Cuyahoga Hgtp . 

Garfield Hgta, 

Lijrindale 
Maple Hgta, 

Newburgh Hgta. 

North Randall 
Parma 

Parma Ilgto. 

Seven HUla 
Warrensville Hgta» 

Warrensville TWF 

Parkview 


EexlBy-Fronklin Co, Clinton 8.D. #2 8. #3 
Franklin Co. -Franklin fl.DJl & #!, 

Frejiklln Co. -Marlon S.n.#l & #2 
Franklin Co. -Mifflin S,D,#1 
Grandview Hgta, 

Marble Cliff 
Riverlea 


Upper Arlington 
Valley View 

Whitehall-Worthington 


Dayton-Pt. McKinley (s.D.) 
Montgomery Co , -Balmont S.D, 
Montgomery Co .-Fair view 8,D. 
Montgomery Co, -Lakeside S.D. 
Montgomery Co. -Riverside S.D. 
Montgomery Co. -Westwood S.D, 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 


YEAR 


OHIO 


Community or facility 
providing sewer service 

DAYTON ( Cont 1 & . } 

EUCLID 

LORAIN 

MAHONING COUNTY MIIffON S.D. 
MASSILLON 

MONTGOMERY COUNTY S.D. 
ROCKY RIVER 

ROCKY RIVER S,D. 

RUSSEUS POINT 
UUS3ELLS POINT 8.D. 

S ft BRING 
STHUTHERS. 

TOIJ2DO-LUCAS COUNTY S.D, 

UHPICHSVILLE 
WAHRENSVILLE (TWP) 
WILLOUGHBY 
YOUNGSTOWN 


Communities and/or 
facilities served 

Oakvood 

Riverside 

Richmond Hgts, 

South Euclid 

Wlckliffe 

Willowick 

Lakeviev S.D ,jfh 
Penfield High S.D, #5 
Sheffield Lake 

Craig Beach 

Stark Co. Reedurban-Geuoa 

Kettering 

Bay 

Fairviev Park 

Bay (thru Rocky River severs) 
Rocky River 

Lake v lev 

Rue sells Point 

Beloit 

Poland 

Maumee 
Oregon 
Ottava Hills 
Rossford 

Dennison 

Warrensville Hgto. 

Eastlake 

Mahoning Co, Austintown S.D, 
Mahoning Co. Broardman S.D. 
Mahoning Co. Pine IlollGV S.D, 




Tho data for this State have been collected 
with the helpful cooperation of the: 


State of Wisconsin 
Board of Health 
Division of Public Sewerage 
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2 5* 

Dos’d 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 




For 

COUNTY 

i960 

Population 

Estimated 

Population 

H O 

« & 3 

S o u. 

Average 
Daily Flo« 

INSTITUTION 


Served 

ifii 

MGD 




PE, 





< Q 2 

(1000‘s) 

1 

2 

3 

4 

5 6 

7 

ABBOTSFORD 

Clark 

U 17' 

1,150 

S 0*12 

0 0.207 



- 

- 

- 

■4.860 

* ADAMS 

Adams 

l f 30 

1,800 

S 0,09 

0 0.150 



- 

- 

- 

1,500 

ALBANY 

Green 

892 

860 

S 0.086 

E 0.120 



- 

- 

- 

1.200 

ALGOMA 

Kewaunee 

3,a^ 

3,800 

S 0.414 

5 0.432 



- 

- 

- 

2.500 

ALLENTON 

Washington 

50C 

500 

S 0.041 

) 0.100 



- 

- 

- 

1.00 

ALLOUEZ TOWN 

Brown 

9,557 

(7,500) 

S x 

- 

ALLOUEZ TOWN 

Brown 

- 

(1,440) 

S x 

- 

ALMA 

Buffalo 

1,008 

1,005 

5 O.Q45E 

0.120 



- 

- 

- 

1.500 

ALBA CENTER 

Jackson 


455 £ 

0.025 

0.064 



- 

- 

- 

0.900 

ALWENA 

Barron 

398 

365i 

S 0.022B 

0.050 

ALMOND 


- 


- 

0.500 

Portago 

391 

390 fl 

0.030 

0.060 




- 


0.600 

* ALTOONA 

iau Claire 

2, U4 

2,055 

3 0,167 

0.280 



- 

- 

„ 

2.800 ; 

ALTOONA 

Wash. Hta. Sub. Div, 

Eau Claire 

- 

(560) 

5 x 


AMERY 

Polk 

1,769 

1,700 S 

0.342E 

0,200 

AMHERST 


“ 

- 

- 

2.000 

Portage 

396 

600 S 

0.020G 

0.10Q 

antioo 

Langlade 

9,691 

9,60C ( 

X 0.92< 

1.200 

1 1.27C 

APPLETON 

Outagamie 

46,750 

47,000 C! 

5 9.400 

31.05C 

10,000 

ARCADIA 

rretnpealeau 

2,084 

2,015 S 

0.187 

32.500 

0.328 

ARGILS 

Lafayette 

786 

775 S 

0.078E 

2.300 

0.070 

ARLINGTON 

Columbia 

349 

340 S 

0.O34E 

0.900 

0.036 

ASHLAND 

Ashland 

10,132 

9,500 CJ 

5 1*3 LOS 

0.400 

2.360 

ASHWAUBENON TOWN 
Southeast Sub* Div. 

Brown 

200 

(200) 3 

X 

15.000 

ATHENS 

<arathon 

770 

770 S 

0.059 

0.105 

AUGUSTA I 

Eau Claire 

1,338 

1,265 S 

0.169 

1.050 

0.268 

BAOLEY ( 

Jrant 

275 

250 S 

0.025E 

2.500 

0.066 

BALDWIN c 

>aint Croix 

1,184 

M85 S 

0.160E 

0,400 

0.900 

BALSAM LAKE j 

J oik 

541 

495 S 

0.050S 

1.450 

0.080 

BANGOR i 

.a Crosse 

928 

905 CS 

0.112E 

8.00 

0.084 

* BARAB00 g 

tauk 

6,672 

7,240 CS 

1.200 

0.900 

1.400 

BARRON D 

tarron 

2,338 

2,260 & 

0.800 

7.000 

0,418 

9.830 


STATE 

YEAR 


WISCONSIN 
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TREATMENT FACILITIES 


TREATMENT 


I1NE 

NO.. 


SoCoFthCmDfrBoxd 
ShCoiAmCmDorBoXd 
SoCmDorEgBo 
SoCmFcgDf tBo 
ScCmAraCroDorBo 

See Green Boy Metropolitan Dlatrlot 

Soe Do Pore 

ShEgCtnDcrBo 

ShCmFtrCmDarBo 

ShCiEgBo 

SbLo 

ShCmEcgDorBo 

Soe ALtoonn 

SraApitiCmDorBo 

SoCmAaDorBoXd 

GmSQCmFthrCrnFtrCmDortgBo 

SraQmKacCriegDforDoLo 

ShOaSoCmEogDomhtDahtBo 

ShCmEcgDgrBoE 

ShCmFtrCmDorBo 

SmoGmEgCriiDgrDorBo 

See Do Pore 

ScCraFtCpDfrBoXd 

ScCraFthrCmDorBo 

ShCmDoBo 

ShEhCmFtrCmDmrBo 

ShCmDorG Do 

ShCraEoDorBo 


9 

10 

11 

u 

n 

u 

i) 

ifi 

17 

18 
19 
10 

21 

22 

23 

14 

2$ 

26 

27 

18 

27 

JO 
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— X/TT IMTTTP A T. WASTE FACILITIES __ , 


IN ViliN A Ulv I iuui'i.v.. .. 

j STATE 

WISCONSIN 


YEAR 

1962 

1 PAG 11 1 of 17 

1 drain! 

i 

PT1. (BOD) 

a 



OR 

SANITARY DISTRICT 
INSTITUTION 


BAMN 


.Mail 


10 10 * 


^SorsrORD 

* ADAMS 
*UAMY 
ItCOtfA 
BUNION 
ALloUEi TOUU 
SAtUJUEZ T01N 

hha 

ItHA CENTER 

ALMEKA 

ALMOND 

* ALTOONA 
ALTO0MA 

rash. Hts, Sub* Div. 
MrfEftY 

AMHERST 

LNTIOO 

APPLETON 

ACADIA 

IR3YLE 

ARLINGTON 

ASH1AND 


UM - 
7 - 
Utt - 
7 - 
UM 
9 
SL| 
26 
UM 
9 

ILl 

25| 

WL 

25 

UU 

6 

[UU 

6 

UH 

6 

P 

|uu 

6 

UU 
,6 

IU 


WATER- 

COURSE 

MILEAGE 


DISCHARGE 
TO 


12 


S247. 9-31.0 Dill Creek to Big Eau- 
-13.3 Plain© River 

W164* 9-7*1 Little Rook Creek 

R156-9-34 *2 Sugar River and 
Peoatonlea River 

A-0.4 1 Ahnapee River 

R296.2-36 | Rock River 

Fox RIVer 


TREATED 

WASTE 


D1S- 

CHARGED 

WASTE 


|U752.2 

1*1708.6-76*6 
“14.0-3.8 
|l4763. 5-27.3 
460 


U763.5-58.B 

-1*8 


25 

UU 






W 


iL 

23 


WsHifAUBEtlOU TOWN 
E cm the as t Sub. Div. 

1 ATHENS 


AUGUST A 
3JU1LBY 

BALDWIN 
3AtrSAU LAKE 
5ANOOR 
i BARABOO 
3 AH RON 


532,2-41.2 

F69.9-2l.l- 

32.1-5.7 

W26B. 1-30.5 
7,0 
>30 


Fox River 

Mississippi River 

S, Fork of Hails Creek to] 
Hal 1 b Cr. to Black River 
Lightning Creek 

Ditch 

Eau Claire River and 
Chlnnawa River 

Eau Claire River and 
Chtonftva River 
Apple River and 
St. Croix River 
[Totnorrov, Waupaca and 
J Wolf Rivero 

Springbrook Creek to 
Eau Claire River 
Ifox River 


R156-101.3- 

L5.5 

HOI. 2-5.0- 

2.0 


fh 

25 

UU 


bu 


b* 


bu 


r h 


VU 


UU 




3-33.3 Trempealeau River to 
pib.3 | Hl3aUglppt River 

East Branch River and 
peoatonioa River 
Tributary of Rowan Crook 
to Wisconsin River 

Chequamegon Bay and 
Lake fliinarlor 
Ipox River 


1*269. 6-22,8 Black Creek to 
p/,4 M« Rib River 

Hay Creek to Eau Claire 
River -ChioDOwa RiYer 

Mississippi River 

Baldwin Creek to Rueh R. 
Hississioni River 

,3 Yellow River 

Crosse River - 
iiaslssioni Ri v0r 
3araboo River to 
Ksoonain River 
„8 Teliowp Red Cedar and 
Chinoewa Rivers _ 


2,600 
235 
l t 400E 
2258 
900 C 
6008 

3 , 800E 1 
2.430E - 
500E; 7 
50E - 


1.005E 7 
650S 

610 
40 
36 5E 
255E 
390B 
4QE 
2 ,7302 
1, U5E 


1625.0 

4780* 4 -x- 
1-0 

4763.5- 26 

•71.1 

1698,1-25. 

fll7-24.0 

1763.5- 26 
71.1-6.3 


1*6400 
1 ,055* 
500 
50 

16,00d 

2,ooq 

LLO,450 

70,030 

2,0L5E 

t,310E 

9003 

600 Ej 
34QE 
100B 

9.5Q0E| 
6 ,300E 


700 7 
100 - 

800 17 
240 
250S 
90S 
5*050 
3,900 

495B 

350E 

2.750S 

2,250E 

IO.OOOB 

2,0-OOB 

17,000 

8,305 


remarks 


#11763,5-588*8-26.1-4.5 



INVENTORY 


WASTE FACILITIES 

STATE 

YEAR 

WISCONSIN 

1962 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


BAYFIELD 

Bayfield 

BAYS IDE 

Milwaukee 

BEAVER DAM 

Dodge 

BELGIUM 

Ozaukee 

BELLEVILLE 

Dane 

BELOIT 

Rook 

BENTON 

Lafayette 

BERLIN 

Green Lake 

BIIWAMffOOD 

Shawano 

BIROM 

Rood 

BLACK CREEK 

Outagamie 



BLACK EARTH 
BLACK RIVER FALLS 
BLAIR 

BlANCHARDVRlB 
bloomer 
BLOOMINGTON 
BLUE IUVER 
BONDUEL 

boscobel 

boycevillb 

boto 

BRANDON 
BRILL TON 
BRODIIEAO 
BROKAff 
BROOKFIELD 
BROOKFIELD (T) 
BROOKLYN 
BROIN DEER 


Dane 

Jackson 

Trempealeau 

Lafayette 

Chippewa 

Jrant 

Grant 

3ha»ano 

Srant 

Dunn 

Chippewa 

Fond Du Lao 

Calumet 

Ireon 

Sfarathon 

faukeeha 

^aukogha 

Green 

Milwaukee 


Des’d 
l For 
Average 
Daily Flow 

MOD 

p.n. 

(lOOft's) 


TREATMENT FACILITIES 


TREATMENT 


32, E34( 
037 
1,836 
563 
726 
707 
784 
3,095 
909 
632 
2,834 
735 
356 
876 
2,608 
660 
622 
758 
1,783 
2,444 
319 
19,812 
M90 
590 
U, 26 C 


200 0.280 SoEgCmDcrBo 
2.235 _ 


^00 2.200 
26.000 

I6E 0.104 
1.200 
ME 0,100 
0.750 
I0E 9.500 
50.000 
0.066E 0.120 
1.200 
0.830E 0.694 
26.200 
X 0,032 
0.850 
0,0452 0.009 
0.892 
>E 0.100 
2.170 
E 0.058 
0,840 

8 0.288 
2.500 
E 0,138 
2.530 
3 0.101 
2,060 
3 0.420 
10,000 
>• 100E 0*H3 
3.204 
35E 0,060 
0,600 
' 0.120 j 

1.300 , 

i 0.192 . 

2.400 | 

0.200 t 
2.000 
0,072 j 
1.000 

0.056 c 
0.700 m 

0,250 
2.500 

0.316 l 
5.844 
0,070 R1 
0.700 81 


Sgo Milwaukee Metropolitan 
Rower Dlntrint 

ScEgGmCmFtrCmDfrsBoX* 

10 „ 

^ SoCraAaCmDarBo 
0 _ 

£ ShCmDcrBoEfj 
£ ScGmCmDfhrEgX , 

J ScClEgBo 

| ScCWthrQrnFthrCmEgDorDfroBoXd 

j CsEgFtrBo 
f ScCmEogDfrBo 
f ShCmAmCmDorBo 
ShCmDarBoE 
ScOamEgCmDoUBo 
GhSoCmFthrCmDfrBo 
BoCmDorEcgBo 
ScCinFfcrCrnDorQo 
SoCmFtrCmDorhBoX 
ShCmDcBo 

ScCnFtrCnfiRgDarBo 

ShCoiAaCmDorflo 

SoLo 

ShClFtnCpBo 

ShCniAmCraDfrBo 

SoApmCnAaCmDorBo 

SoCtoFthCmDfhrBo 

ShCtnFthrCmDarBo 


- Mtl*au]<eo Metropolitan 

BawaraKe Dlatriot 
x Cl 

0.*60O ScCoiFtrCmDorDo 

See Milwaukee Metropolitan 
Sewerage Dlatriot, 







INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

WISCONSIN 

1962 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 

urAin 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

DISCHARGE 

TO 

PH. (BOD) 

Vi 

T~ 


1 

j 


BHTT39K 

wtmMM 

1 

9 

m 


iHDHi 

12 

HHQflH 

EG 


BAYFIELD 

WL 

_ 

m 

Chequamegon Cay and 

i,io< 

H 



23 

- 

- 

Lake Superior 

77C 

- 


BATS IDE 

VL 

- 

- 

Lake Michigan 


„ 



26 

- 

- 


_ 

„ 


BEAVER DAM 

UM 

- 

R217-20.9- 

Beaver Dan River and 

’ 22 f 00C 

7 



9 

- 

-27.0 

Crawfish River 

17,00C 

- 


OEUmilt 

WL 

- 

SU. 012.0- 

Belgium Ditch to Onion 

1,0001 

7 



26 

- 

6.0 

River and Shabnvfran Rivet 

loot 

_ 


BELLEVILLE 

UM 

- 

R156-9-50.4 

Sugar River to 

840E 

7 



9 

- 

- 

Peoatonioa River 

500 S 

» 


BELOIT 

UK 

- 

R164.0 

Rook River 

40 ,OOOE 

7 



9 

- 

- 


25,OOOE 

- 


BENTON 

UM 

- 

State Line- 

Creek to Shulls Branch to 

66 OE 

7 



8 

- 

9.9 

Galena River 

450E 

- 


BERLIN 

WL 

- 

F89.5 

Fox River 

14,580 

7 



25 

- 

- 


2,410 

- 


0IRNANTGOD 

VL 

- 

P69-9-38.8- 

S. Branch of Embaraaa 

500E 

7 



35 

- 

57.3-34.5 

River to Wolf River 

125E 

- 


BIRON 

UM 

- 

W215.0 

Wisconsin River 

160 

7 



7 

- 

- 


85 

- 


BUCK CHEEK 

WL 

- 

F69.9-63.Q 

Black Creek to Shloo 

2.000E 

7 



35 

- 

-7. 8-4, 4 

River to Wotf River 

95E 



BUCK EARTH 

UM 

- 

*73.5-3.3 

Black Earth and Blue 

760E 

7 



7 

- 

-8.0 

Mound Creeks to Wise, R, 

500E 

_ 


BLACK RIVER FALLS 

UM 

- 

U700.6-69.6 

Black River to 

3, 100S 

7 



6 

- 

- 

Wiastssiopi River 

2 , 170E 

- 


BLAIR 

DM 

- 

me . 2 

Trempealeau River to 

2 t OOOB 

7 



b 

- 

S5.8 

Mississippi River 

1 , 5Q0E 

- 


BLAItCHARDVfLLB 

UM 

- 

JU56-101.3 

East Branch of 

1 ,0005 

7 



9 

- 

-28.7 

Peoatonioa River 

650E 



BLOOMER ‘ 

UM 

- 

M763. 5-74.4 

Duncan Creek to 

11, 520E 

7 



6 

- 

-17.2 

Chinnewa River 

U6B0E 

- 


BLOOMINGTON 

UM 

- 

M597. 8-39.2 

BUkes Creek to Grant 

2, OOOE 

7 



8 

- 

-8,2 

Rivar to Mlflaias tool R, 

300 E 

- 


BLUE RIVER 

UM 

- 

W33.9-12.4 

Tributary of Fennimore 

450E 

3 



7 


-9.Q-0.5 | 

Creek to Fennlrnore Creek 

300B 

- 


30NBUEL 

WL 

- 

F69. 9-63.0- 

Shioo River to Wolf River 

870G 

7 



25 

- 

33.5 


185E 

- j 


30SCOBEL 

UM 

- 

W25.7-U5 

Saunders Creek to 

3 1 OOOE 

7 



7 

- 

- 

Wisconsin River 

200E 

- 


30YCEVTLLC 

UM 

- 

- 

Land 

1»450E 

7 



6 

“ 

- 


150E 

- 


30 YD 

UM 

- 

M763. 5-58,8 

' Hay Creek to Eau Claire 

62C 

7 



6 

- 

-30.2-12.0 

River to Chlnnewa River 

IfeC 

- 


RANDOM 

UM 

- 

R3O7.2-9.0 

Creek, to West Bramah to 

BOOB 

7 



9 

- 

-9.0 

Rook Rivar 

lbOE 

- 


HULL ION 

VL 

_ 

U34-7-3.4 

Spring Creek to North 

2,000B 

7 



26 

- 

- 

Branch of Manltovoo River 

200E 

- 


tKODHEAD 

UM 


R156. 9-26*1 

Sugar River to 

4, 800E 

7 



9 

- 


Peoatonioa River 

900E 

- 


IROKAW 

UM 

_ 

276.8 

Wisconsin River 

320E 

7 



7 

- 



80S 

- 


ROOKFIELD 

VL 



Lake Michigan 





26 

~ 






ROOKFIELO (T) 

JM 


172,4-0,7 J 

Brookfield Creek j 

t A 

\ 



16 



• 

■ 



ROOKLYN 

DM 


156-9-36,? J 

Allen Creek to Sugar 

530E ' 

r 



9 


18,2 1 

River to Peoatonioa Rivsr 

100S - 



ROW DEER 

rL • 


1 

-ake Michigan 

r 




J6 • 



■ - 

■■Hi 

■1 



REMARKS 


*Sludge applied to land in. Liquid 
state. 


163 










INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


WISCONSIN j 

196s | 

PAGE 3 Of XT 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


COUNTY 


I960 

Population 


Estimated 

Population 

Served 


»S 

o 

g ri o 

< a I 


Dcs’d 

For 


Average 
[Daily Flow] 
MGD 


PE. 

(1000’sl 


TREATMENT FACILITIES 


TREATMENT 


8 


BROWNSVILLE 

BRUCE 

BURLINGTON 

BUTLER 

BUTTERNUT 

CADOTT 

CAMBRIA 

CAMERON 

CAHPBELLSPORT 

CARROLLVILLE 
(S. D. | 1) 
CASCO 

CASHTON 

CASS Vf LIE 

CEDARBURO 

CEDAR OROVE 

CENTURrA 

CHETEK 

CHILTON 

CHIPPEWA FALLS 

CLEAR LAKE 

CLINTON 

CLINTON VILLE 

COBB 

COCHRANE 

COLBY 

COLEMAN 

COLFAX 

COLUMBUS 

COMBINED LOOKS 

COON VALLEY 


Dodge 

Rusk 

Racine 

Waukesha 

Ashland 

Chippewa 

Columbia 

Barron 

Fond du Lao 

jMilwaukee 

Kewaunee 

Monroe 

3rant 

Ozaukee 

Sheboygan 

Polk 

Barron 

Calumet 

Chippewa 

Polk 

Rook 

(Waupaca 

Iowa 

'Buffalo 

Clark and 

[Marathon 

Marinette 

Dunn 

Columbia 

Outagamie 

[Vernon 


276 

815 

5,856 

2,274 

499 

881 

589 

982 

1,472 

l,25o| 

460 

828| 

1,290 

5,191 

1,175 

551 

I, 729 
2,576 

II, 708 
724 

1,274 
4,778 
387 
455| 
1,035 
718 
as; 
3,467 
1,421 
536 


275 

725 

5,855 

2,000 

490 

830 

570 

935 

1,470 

1,250 

450 

B05| 

1,200 

5,190 

1,175 

540| 

1,260 

2,580 

1L,710 

625 

1,260 

4,800 

375 

405 

1,000 

700 

805 
3,460 
(1,450) 
500 


0.030E 
0.Q60E 
0.900E 
0*100 
0.L50S 
0.0 72E 

0.070 n 

0,142 
0.200E 
0.120E 
|0«062E 
0 * 102 ! 
0.250E 
O.BOOE 
O.IOOB 
0,040e| 
0.452 
0.69C 
4*272 
0,095 
0*120 
.6502 
I.050E 
0.014| 
120E 
. HOE 
0*191 
0.500 


•083E 


0.036 

1.500 

0.110 

0*850 

1.000 

6.000 

0.047 

O.COO 

0.120 

0.625 

0.140 

2,010 

o.oaoj 

o.eoq 

0.132 

4.000 

0.100 

1,800 

0.312 

2.000 
0*107 
2*210 
0.211 
1.460 

0,400 

1.000 

0.900 

9.000 
0,125 

1.000 

o,oed 

o.bocI 

0*300 

3.000 

0*360 

14.000 
4.340 

46.000 

0.072 

4.000 

0,150 

1.440 

0,600 

5.000 
0*144 
1.200 
0.055 
0.550 
0,130 
0*800 
0.082 

1.000 

0.30d 

4.750 

0.565 

7*800 


0.100 

1.000 


ScCmFthrCmDmrBo 

ShEgCmDfrBo 

SoCmFtrCmDogrBo 

CaFa 

ShCmDcrarBo 

ShomEcgDorBo 

SoCIFtrCpBo 

ShCpFthrCmZaBo 

S c Cm Atn Cm EogDm r B 0 

SmEogDorBo 

ScCmAaCoDcrBo 

ShCmFtrCmDotrDftrBo 

ShCmD Bo 

QmSoCrnFtrDmrXp 

ShCiFtrCpBo 

BhCmFtrCmDorBoEg 

ShOiBo 

SoCaFtrCmAmCmDorBo 

SmoGmCmEogDogrBo 

ShfFthrCraFtrCmDarBo 

ScCaFtrCmDfrBo 

SoCmAraCmOgerBo 

ShCnFtrCmDorBo 

ShCiEohBo 

ShCaFtrCoDorBo 

ScCmFthrCraDorBo 

SmCmFthrCmDmrBo 

SoCmFtrCrOorDfrBo 

See Kaukauna 

ShCnFtrCmDfrBo 


1 

l 

1 

4 

5 

6 

7 

8 

9 

10 

11 

12 
H 

14 

15 

16 
17 
10 

19 

20 

21 

22 

23 

U 

21 

26 

27 

28 
19 
30 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


WISCONSIN 

" — T T* ’1 

1962 

PAf*F. 3 Of 17 


COMMUNITY, SKWKR 
j OR 

SANITARY DISTRICT 
institution 


N10IH3VILLB 

huce 

BURLINGTON 

BUTLER 

BUTTERNUT 

CADOTT 

CWBRfA 

cuerok 

CWPBELLSPORT 

mROLLVILLB 
IS. O. # L) 

CASCO 

CASHTON 

cmviLLe 

CEDAR DUftG 
CEDAR OftOVJB 
CEHTURIA 
CE&TEK 
CHILTON 

CHIPPEWA PALLS 
CLEAR LAKE 
CLINTON 
CLINTON V I LLB 
CO0D 

CCCURANE 

COLBY 

COLE KAN 

COLE AX 

C0LUHBU3 

COMBINED LOCKS 

COON VALLEY 


WATER- 

COURSE 

MILEAGE 


DISCHARGE 

TO 


DU - R294. 2-23.0 

9 - -B.b 

Brownsville Creek to East 
Branch of Rock Rivar 

UK - M763.5- 

6 - 134.8 

Chippewa River to 
Missies! dd! RlYor 

UK - F131.7 

16 - - 

Fox River 

WL - Mil-l-12.5 

2b - - 

Menomonee Rivar to 
Milwaukee Rivar 

DM - 
6 - - 

Butternut Cr. to Flambeau 
River to Chlnnawa Rivar 

UK - U763. 5-80.5 

6 - -11.6 

Yellow River to 

Chippewa Rivar 

UK - WHO, 8-21.0 

7 ~ - 

Duok Creek to 

Wisconsin Rivar 

UK - M763. 5-26^9 

6 - -73.1-1.2 

Cranberry Cr* ft Red Cedar 
Creeks to Chippewa River 

WL - M81.9 

26 - - 

Milwaukee River 

WL - - 

26 - - 

Lake Miohigan 

WL - K14.0 

26 - - 

UK - MbBl.l-35,2 

Casco Creek to 

Kewaunee Rivar 

Little La Crosse Rivar to 


- M26. 1-1.5 


M7b3* 6-26^8 
Ul.9-4.4 

U33-10.5 

1763.5-73.3 

S17.2-32. 4 
-46.4 

Rlbl. 0-1.3- 
8. b 

F69.9-38.3 

31.0- 3.10 
R156-152.4 
-25.8 
M736-21 

W247.9-3L- 

9. 0- 0. 3 

P23.U-U.2 

M763. 5-26,8 
-36.6 
R217-46.7 


La Crosse River 
Mississippi River 

Cedar Creek to 
Milwaukee River 
Cedar Grove Creek to 
Lake Hiohisran 

Land 

Chetek, Red Cedar and 
Chippewa Rivers 

South Branch of 
Wanitowoo River 

Chippewa River to 
Miasiflftinnl River 
North Branch of Willow 
River to Willow Rivar 

■ Clinton Creek and 
Turtle Creek 
Pigeon and Enbarass 
Rivera 

West Branch of 
Paoatonlca River 

Waumandee Creek to 
Mississippi River 
W, Branch of Dill Creek 
to Ri* Eau Pleina River 
Little Peshtlgo River 
to PoshtUo River 
j Red Cedar River and 
Chinnewa River 
Crawfish and Rook Rivers 


Fox River 

— sat 


P.E. {BOD) | 

UN- _ Z 
TREATED „ s 
WASTE § 

D1S- I £ 
CHARGED c-S 
WASTE »■< 


500E 5 
90E - 
i, 100E 7 
740E - 

5,S00E 7 
1 ,500E - 

2,000E 6 
1,500E - 
2,500 2 
1,700 - 

955 7 
720 - 

600E 7 
120E - 

4,570 7 
250 - 

4.OO0E 1 
1,200B - 
BOOK 6 
400 E - 

1,41( 7 
8C - 
1, 180E 5 
175E - 

2,50C 4 
1,50C - 
6.000B 7 
l.OOOE - 
1,175B 4 
350 - 

540 7 
0 - 
4,740 1 
2,700 - 

4,000E i 
4Q0B - 
62,085 7 
43,460 - 
4,010 7 
660 - 

1,200 7 
200 - 
6,000 l 
1,320 - 
500B 5 
200B - 
450E 7 
265E - 
840E 7 
240E - 
1,595 7 
250 - 

2,310 7 
95 - 

6.000 7 

1.000 - 

7 

2.470E 7 
740E - 


*M763, 5-117.1-70,6*15. 5 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 



Chippawa 


1,689 1,60 


ShCmEogDmrBo 


COTTAGE GROVE 


ScCmFthrCtnDQrBo 


CROSS PLAINS 


CUMBERLAND 


1,066 1,000 

1,673 1,600 

17,975 (17,900) 


1,860 1,860 


ShCmDorBoEg 


SaCmAaCmDojnhEgBo 


Sea Milwaukee Metropolitan 
Sewerage Dlatriot 

SmaraCpFthrCfflFtrCmDfrno 


DARLINGTON 


Lafayatte 


SaCmFtrCmtaDorBo 


SoCraFthrCmDorBo 


DE FOREST 


SaCmFtrCraDorBo 


ShCmPtrCpD Do 


SoCrnFthrCmDmrBo 


* DE PERE 


DICKEYVILLE 


DODOEVILLE 


DORCHESTER 


EAGLE RIVER 


BAU CLAIRE 


EAST TROT 


EMERTON 


Waukesha 


Fond Du Lao 


SoCmFthrFtrCroDfrBo 


SoGjoKomEgDf rBo 

SoCpAaCmDoEgX 

SoCmAaCmEogDlhrX 


ShCwFtrCtnDorBo 


SoCraAaCmDfrEog 

ShCttFthCmDorEgl 


BhBgCmDomlBo 


ShCmEcgDgraBo 

SoGroCflEgDgpQeBo 


8oCmFtCttDr/8o 


SoCIFtrCpBo 


ScdhCmFtrCjnDfrBo 


ELKHEART LAKE 


ELLSWORTH 
East Plant 


TreapeaUau 


Sheboygan 

Walworth 


SnCuiFtrCiftDfrBo 


ShCmEohDerBo 

SoCIFtrCpBo 

8oC»FthrCnrtrC«F#D/rBo 

SoCmFtrC«Dor0o 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


DRAIN- 

COMMUNITY, SP.WKR HAS IN 
OR 

SANITARY DISTRICT M . 
INSTITUTION NUn Suh 


i mi [lb i 


ST ATI? 

YRAR 


WISCONSIN 

1962 

PMiF 4 Of 17 


P.F.. (BOD] 


WATER- 

COURSE 

MILEAGE 


DISCHARGE 

TO 


DODO EV ILLS 
DORCHESTER 
OOU3WAJI 
DRESSER 


lltfll 



CORNELL 

UM 

6 


M763.5-98.9 

Chippewa River 

2, 100E 
l,4iOE 

COTTA TE a HOVE 

UM 

- 

R19U3-20.8 

Door Creek to Yahar and 

380E 


9 

- 

-7.2 

Rock Rivera 

40E 

0 RANDOM 

WL 

- 

PHI. 6-9.1 

South Branch of 

550E 


24 

- 

- 

Peohtigo River 

275E 

CROSS PLAT NS 

UM 

- 

W73. 5-3.2- 

Black Earth and 

1,0000 


7 

- 

13.5 

Blue Mounds Creeks 

700E 

CUBA CITY 

UM 


Stats Lina 

Coon Branch to 

2,0000 


s 


2. 5-7, 1-0.5 

Galena River 

2000 

CEJDAHY 

WL 

- 

- 

Lake Michigan 

_ 


26 

- 

- 


- 

CUMGERLAND 

UM 

- 

M763.5-26 .8 

Hay, Red Cedar and 

4,000 


6 

- 

-27.3-x 

fihl nnnwft Rivers 

390 

DANE 

UU 

9 ■ 

- 

- 

Land 

600 0 

0 

PAR LT NOTCH 

UU 


R156.0- 

Peoatonica River 

4,700E 


9 

- 

139.7 


900G 

DEERFIELD 

UU 

- 

R2OO-27.0 

Mud and Koshkonong Creeks 

4,000 


9 

- 

-1.0 

to Rock River 

1,000 

DE FOREST 

UM 


RIS9.3-50.7 

Yahara and Rook Rivers 

l,300E 


9 

- 

- 


600 E 

DELAVAN 

UU 


R161-29. 1 

Turtle Creek to 

5.000E 


9 

- 

- 

Rock River 

1,0000 

DENMARK 

WL 


W23.7-0.5 . 

Denmark Creek to 

4,500E 


26 

- 

- 

West Twin River 

450E 

A DS PEEIE 

WL 


F4.9 

Fox Rivar 

13,500 


25 

>• 

- 


6,380 

D1CKEYVILLE 

UM 


M590.3-0.6- 

Ditch to Indian Creek 

5000 


♦Separation of storm and sanitary 
severs required. 


- 2. 7-0. 8 

- *156-101.3- 

- 37.6-14.6 

- M7GQ.6- 

- 110.2-28.1 

- R213.2-34.6 

- 840.7-0*9- 

- 1.9 


DURAMD 

UM - 
6 - 

11763.5-16,6 

£AOLK RIVER 

UM - 
7 - 

W302.O-l.8O 

EAU CLAIRE 

UM - 
6 - 

11763.3- 

34.53 

EAST TROY 

UM - 
16 - 

FI32. 7-14.5 

ED EH 

WL - 
25 - 

F59.6-6.5r6 

itOERTON 

UM - 
9 - 

^193. 2-1.0 

EDQAR 

UM - 
7 - 

*269.6-13,4 

-8,0 

EXSVA 

UM - 

6 - 

<754.8-52.9 

ELK) TART LAKE 

WL - 
26 - 

813.0-17.0 

-3.0 

CI.KH0RM 

JM - 
9 f 

1161.0-35.0 

ELlSaORTH 

Boat Plant 

UM - 

6 .? 



North Fork Poplar River 

RUok River 

Bark and Rook Rivers 

Creek to 

Saint Croix River 
Chippewa and 
Mississippi Rivers 

Eagle and 
Wisconsin Rivera 
Chlppeva and 
Mississippi Rivers 

Honey Creek to 
Fox River 

De Nereu Creek and 
Lake Winnebago 

Saundera Creek 

Scotch Creek to 
Bi« Rib River 

Buffalo River to 
Mississippi River 
La Budda, Mullett and 
Sheboysan Rivera 
Jackson and Turtle Creeks 
to Rook River 
Dry Run to Isabelle Creek 


50E - 
3,Q0OE 5 
30OE - 


2,500 7 

2,250 7 
1,690 - 
1,100E 1 
735E - 
45,000 7 
33,600 - 
l,400E 7 
220E - 

310E 7 
65E - 
4,OOOE l 
1,200E - 
800E 7 
200E - 

2,600E Z 
2.050E - 
1,OOOE 7 
200E - 

4,OOOE 7 
200E - 
L,OOOE 7 
300E - 







INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

1 YEAR 


vrascoNsm 

1962 

PAGE 5 Of 17 


COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 





5 £ 

Des'd 

For 

COUNTY 

I960 

Population 

Estimated 

Population 

Served 


O E 

x! 5 >* 

£ dC 

* > < c 

Average 

DailyPlow 

MGD 




& 

1|KO| 





it 

$ < 0 3 


1 

2 

3 

A 

5 

6 


ELLSWORTH 

Pierce 

. 

101 

3 8 

X 

X 

North Plant 


- 

- 

- 

- 

0.200 

ELLS FORTH 

Pierce 


37 

5 S 

X 

0.110 

South Plant 


- 



X 

ELM GROVE 

Waukesha 

4,99^ 

(2,500 

s 

X 


ELMWOOD 

Pierce 

776 

61! 

S 

0.16C 

0,064 



- 

- 

- 

- • 

0,800 

ELROY 

Juneau 

1,50! 

1,4Q{ 

) C£ 

0,25£ 

3 0.150 



* 

- 

- 

- 

2.000 

EMBARRASS (V) 

Waupaca 

306 

30C 

X 

X 

0.040 



- 

- 

- 

- 

0,400 

ETTRICK 

Trempealeau 

47< 

44C 

S 

0*0391 

0.101 



- 

- 

- 

- 

1.320 

EVANSVILLE 

Rock 

2,856 

2 f eoc 

s 

0.280E 

0.560 




- 

- 

- 

3,700 

FAIRCHILD 

Eau Claire 

594 

435 

s 

0.026 

0.060 



- 

- 

- 

- 

0.600 

FALL CREEK 

Eau Claire 

71C 

70C 

s 

0.060E 

0.060 

FALL RIVER 




_ 


0.890 

Columbia 

504 

565 

s 


0,054 



- 

- 

- 

- 

0,600 

FENNIMORE 

Grant 

1,747 

1,74C 

3 


0.120 

FLORENCE TOWN 


- 

- 

_ 

! - 

1.600 

Florence 

1,000 

75C 

3 


0.136 

FOND DU LAC 

Fond du Lac 

32,719 

33,000 

S 

4*778 

1.576 

5.000 

FONTANA 


- 

- 

- 

- 

ftEEjl 

Walworth 

1,326 

1,325« 

S 

0*154 

0.04(J 

FOOTVILLE 


- 

- 




Rock 

67! 

65C 

s 

0,065* 


FORESTVILLE 

Door 

~ 

- 

- 

- 


Forestville S.D. 

175 

150 

3 

0,021E 

0.040 

FORT ATKINSON 

Jefferson 

7,908 

1 7,90C 

S 

0,900 

0.400 

1.41! 

FOUNTAIN CITY 

Buffalo 

934 

850 

S 

0.053E 

aa.ut 

0.204 

FOX LAKE 

Dodge 

1, 181 

1,180 

3 

0.090E 

ESI 

FOX POINT 


- 

- 

~ 

_ 


Milwaukee 

7,315 

(7.315) 

S 

X 


FOX RIVER HEIGHTS 
Sewer Diatriot 

fenosha 

2,000 

(2,000) 

5 

- 


FOX RIVER OUTLET l 

3rown 


( * ) 


" 

■* 

S, 0, # 1 


S 

X 

- 

FOX RIVER OUTLET # 2 

Srown 


( x ) 



“ 

S. 0, | 2 


l 

X 

- 

FRANCIS CREEK 1 

Francis Creek S, 0, 

lanitowoo 

400 

150 

5 

0,015 


FREDERIC j 

>olk 


^ • 


- 



857 

840 £ 

J 

0,077 

0,084 

FREDONfA C 

laauka 

710 

710 i 

> 

X 

HI 

FRIENDSHIP i 

Mama 

560 

{505} 

3 

X 

HI 

OALESVILLE «] 

rrempealeau 

M99 

1,070 1 

3 C 

),166E 

0.12? 

OAYS MILLS C 

Irawford 

634 

470 I 

3 C 

I.076E 

1 


TREATMENT FACILITIES 


TREATMENT 


UNE 

NO, 


Ca 

CiBo 

See Milwaukee 

Metropolitan Sower District 
ShCmFthrCraDorBo 

SoGmCraFtrCmDfhBo 

A 

fihEhCmDorBo 
ScCmE FtrCoiDfrBo 
Lo 

ShCraFtrCaDorBo 

SoCmEcgDorBo 

EgShCmFtrCraFeDmrBoLo#JC 

ShLeo 

SoQmKmCmFthrCinDoroVvXdn 
SoFtrCoiD Bo 
SoCmFtrCpDfrBo 
SoAaCmDp 

ScApOahCmFtrAaCciDfhrotBoLs 

SrScCmEoDohBo 

ShCmFthrCmDorBo 

8eo Milwaukee Metropolitan 

fiewor District 

See Green Bay Metropolitan 
Sewer District 

See Green Bay Metropolitan 
Sewage Diotrict 

See Da Pero 
Cs 

ShCmDorBo 


BhCmFtrCfnDfrBo 


168 


1 

2 

3 

4 
* 
6 

7 

8 
9 

W 

11 

12 

u 

u 

n 

16 

17 

18 

19 

20 

21 

22 

23 

21 

23 

26 

27 

2B 

29 









INVENTORY OF MUNICIPAL WASTE FACILITIES 


0 

COMMUNITY, SEWER 

DRAIN- 

AGE 

BASIN 

WATER- 

COURSE 

MILEAGE 

OR 

SANITARY DISTRICT 
INSTITUTION 

Maj. 

Min. 

Sub. 


9 

CHI 

ES 

n 

1 

ELLS WORTH 

UM 

■ 

X 


North Plant 

6 

- 

- 

2 

ELLS FORTH 

UM 

_ 

X 


South Plant 

6 

- 

- 

J 

ELV GROVE 

WL 

_ 

_ 



26 


- 

1 

ELUIOOD 

UM 

_ 

M763.5- 



6 

- 

15,2-21.2 

i 

ELROV 

UM 

- 

W117-86.8 



7 

- 

- 

F 

EMBARRASS {V) 

WL 

X 

X 



25 

- 

- 


ETTfUCK 

UM 

~ 

M708.6-19-7 



6 

- 

-17.0 


EVANSVILLE 

UM 

- 

R156-9-36.5 



7 

- 

-ua 


FAIRCHILD 

UM 

- 




6 

- 

- 


FALL CREEK 

UM 

- 

M763.5-5B.8 



6 

- 

-14.6-1.8 


FALL RIVER 

UM 

- 

R217-56.3 



9 

- 

- 


FTNN1M0HE 

UM 

- 

M597. B-47.4 



8 

- 

-4.7 


FLORENCE TOWN 

WL 

_ 

WlM.3-3,5 



24 

- 

0.5 


FOND Dll LAG 

WL 

- 

F59.6-LW 



2 

- 

- 


FONTANA 

UM 


_ 



16 

- 

- 


FOOTVILLE 

UM 

- 

R171.2-10.5 



9 

- 

- 


FONESTVILLE 

WL 


A6.8 


Forastvtlia 6.D. 

26 

- 

- 


FORT ATKrUSON 

UM 

- 

R218.8 



9 

- 

- 


FOUNTAIN CITT 

UM 

- 

M733.0 



6 

- 

- 


FOX LAKE 

UM 

- 

R217-20.9 



9 

- 

-35.6 


FOX POINT 

WL 

- 

_ 



26 

- 

- 


FOX RIVER HEIGHTS 

WL 

- 

- 


Sever District 

25 

- 

- 


FOX RIVER OUTLET 9 l 

WL 

- 

- 


6. £>* # 1 

25 

- 

- 


FOX RIVER OUTLET 9 2 

WL 

- 

- 


a. t>* f *2 

25 

- 

- 


FRANCIS CREEK 

WL 

_ 

W7.0-3.0 


Fra not a Creek 8* D. 

26 

- • 

- 


FREDERIC 

UM 

- 

S68. 8-35.0 



5 

- 

-2.3 


FRE0DMIA 

WL 


U41.4 



26 


- 


FRIENDSHIP 

UM 

- 

- 



7 

- 

- 


3ALESVILLE 

UM 

- 

M708.6- 



6 

- 

19.7-6.0 


JATS MILLS 

UM 

- 

W16.0-35.5 



7 

- 

- 


STATE 


WISCONSIN 


YEAR. 


1962 


PAGE $ Of 17 


DISCHARGE 

TO 


PE. <BOD> 

1 

UM* 

Z 

TREATED 


WASTE 

le 

DIS. 

a a 

CHARGED 

WASTE 


13 

ran 

« 


* 






1.875E 

7 

375E 

- 


E2 

45 

- 

950E 

D 

7I5E 

- 


D 


- 

435E 

7 

0 

- 

975 

7 

245 

- 

600 

2 

400 

- 

!1W 

7 

500E 

- 

l*5L5E 

7 

300E 

- 

54, 000E 

7 


D 


7 

q 

- 

3 ■ 

□ 

130E 

- 

150E 

7 

50E 

- 

16, 800 

7 

J* 

- 

L.260E 

3 

8 80S 

- 

1 , 180E 

7 


: 



- 

- 

- 

- 

• 


150E 

4 

125E 

- 

880 

2 

675 

- 


7 

320 E 


34,175 

i 

13,670 

- 

l , 350E 

7 

i f 100E 

■* 


REMARKS 


Lake Michigan 

Eau Galls River to 
Chippewa River 

Baraboo River to 
Wisconsin River 
Embarrass River 

Beaver Creek to 
Black River 

Alien Creek to Sugar 
River to Peoatonica Rive: 

Land 

Fail Creek to Eau Claire 

River -to Chippewa River 

Crawfish River to 
Rook River 

Rogers Branch to Grant 

River to Mississippi ft. 

Weber Creek to Brule ft, 
to Menominee River 

Lake Winnebago and 
Fox River 

Land 

Bass Creek to 
Rook River 

Ahnapee River 

Rook River 

Mississippi River 

Beaver Dam River to 
Crawfish River 

Lake Michigan 

For River 

Fox River 

Fox River 

Francis Creek to 
West Twin River 
Frederic Ditch to 
Trade River 

Milwaukee River 

Little Roohe Creek 

aver Creek to 
aok River 
ckapoo River to 
sconsin River 


"See East Plant. 
"See East Plant. 


"Liquid digested sludge disposed of 
on land* 


"Sumner population and load. 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


WISCONSIN 

1962 

PAGE 6 < 


JYE 

V* 


l 

I 

I 

i 

f 

i 

7 

I 

» 

JO 

91 

I* 

U 

(4 

I) 

14 

II 

II 

» 

II 
12 
2} 
24 
2* 
» 
II 
fl 
0 
0 


COMMUNITY. SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


GENOA CITY 
GERMANTOWN 
GILLETT 
GLEN BEULAH 
GLENDALE 

glenwood crrr 

GOODMAN 

ORA ETON 

ORANTON 

ORANTSQURG 

GREEK DAY 

* OREEW BAY 
METROPOLITAN S . D . 
OREENDALE 

GREENFIELD 

OREEftLAKE 

GREENWOOD 

□ RESHAH 

HALEB CORNERS 

HAMJtfOWO 

dAItTFORD 

-I ART LAND 

DAWKINS 

RAYWAFID 

HILBERT 

HILLSBORO 

HOLCOMBE 

jBOLUEN 

HOFUCON 

ItORTONVILLE 

; 

HOWARD 


DRAIN- 

AGE 

BASIN 

WATER. 

COURSE 

MILEAGE 

DISCHARGE 

TO 


-c 

V 

2 

II 

"cX 

a< 

REMARKS 

Maj. 

Min 

Sub. 

Eajflaia 

DIS- 

CHARGED 

WASTE 

IEjI 

W 

II 

*2 

13 . 

KO 

14 

uu 

- 

F107-6.0 

Nippersink Creek to 

900E 

i 


16 

~ 

- 

Fox River 

150E 

- 


WL 

- 

MO. 6-23.7 

x 


l 


26 

- 

- 


lyOOOE 

- 


WL 

- 

025 .8-2.30 

Christie Branoh to 

1 ,370E 

7 


24 

- 

- 

■Oconto River 

275B 

- 


WL 

- 

SI3.0-19.4 

Mullet River to 

500C 

2 


26 

“ 

- 

Sheboygan River 

iiSK?r 

- 


WL 

- 

- 

Lake Michigan 

_ 

• 


26 

- 

- 


- 

- 


im 

- 

« 

Tiffany Cr. to 3. Fk. of 

4,050 

1 

*11763, 5-26. 8-7. 3-11,7x3.9. 

6 

“ 

- 

Hnv R • to Red Cedar R.™ 

2,695 

- 

ChiDnewa River. 

WL 

- 

M48.5-L14.5 

Pike River 

400! 

7 


24 

- 

-24.2-5.1 


80S 

- 


WL 

- 

K28.4 

Milwaukee River 

4,000! 

7 


26 

” 

- 


400! 

- 


UM 

- 

M708.6-97- 

O'Neill Creek to 

250E 

7 


6 

" 

7.8 

Black River 

100E 

- 


UM 

- 

S97.4-7.2 

Wood River to 

800 

3 


. 5 

- 

- 

Saint Croix River 

6S0 

- 


WL 

- 

- 

Fox River 

* 

- 


25 

- 

- 


- 

- 


WL 

- 

ro.3 

Fox River 

190,00C 

1 


25 

- 

- 


62,60C 

- 


WL 

- 

R28.1 

Root River 

7 , 320E 

6 


26 

- 

- 


3»720E 

- 


WL 

- 

- 

Fox River 

• 

- 


26 

- 

- 


- 

- 


WL 

- 

F99. 6-9.9 

Puokyan River to 

8006 

7 


25 

- 

- 

Fox River 

806 

- 


UM 


M708.6- 

Rook Creek to Black River 

l,800E 

7 


6 

- 

112.5-0.5 

to Upper Mississippi R. 

250B 

- 


VL 

_ 

?69. 9-IOY.4 

Red River to Wolf River 

4506 

7 


25 

- 

-U.8 


3251 

D 


ni 


R30.0 

Root River 

5,100S 



26 

- 



610S 

9 


UM 


_ 

Land 

620 



6 

- 

- 


185 

B 


DM 

» 

1275-20.0 

Rubicon River 

45,OOOE 

a 


9 

- 

- 

to Rock River 

4, 500E 

9 


DM 

w 

1211.2-47.3 

Bark River to 

2,500 



9 

m 

. 

Rook River 

390 



JM 


M 

B. Br. Main Cr. to Main 

215E 


°M763. 5-1 10.5-4.2-1 1.4-28.4 

6 

- 

- 

Cr, to Big Jump River* 

175E 


*to Chippewa River. 

DM 

m 

3137.7-68.7 

Namekagon River to 

1,190E 



5 

m 


Saint Croix River 

355E 



IL 


134.0-7,0 

Hilbert Cr. to N. 8r. of 

eooE 


•Manttoiroo River. 

lb 

- 

-1.8 

Manitowoo R. to* 

300E 



UM 


f IL7-8L.3 

South Branch of Baraboo 

1,04OE 



7 

_ 

-4.3 

River to Bamboo River 

275E 



UM 


14763.5- 

Fisher Creek to 

X 

3 


6 

_ 

103.1-4.2 

Chippewa River 

* 



UM 


14706.0-6.1 

Halfway Creek to 

620E 

Cl 


6 



Mississippi River 

95E 



UM 

- 

R290.9 

Rock Creek 

3,500S 

500E 



6 

- 

-> 





WL 


F69.9-47.0 

Black Otter Creek to 

820 
7 6ft 

9 


25 


-1.70 

Wolf River 




WL 

25 

- 


Fox River 

- 













COMMUNITY, SKWf-R 
OR 

SANITARY DISTRICT 
INSTITUTION 


l%0 Estimated 

Population Pn P ul -"' nn 

■Served 



* HUDSON 

HURLEY 

HUSTIFORD 

INDEPENDENCE 

IOU 

IRON BELT 
Knight Town 
IRON RIDGE 

IRON RIVER 

IXON IA 

Ixonla S. D. 

JACKSON 

JANESVILLE 

JEFFERSON 

JOHNSON CREEK 

JUDA 

Sanitation District 
JUNCTION CITY 

JUNEAU 

* KALfKAUNA 
KENDALL 

* KENOSHA 
KENOSHA 

Pleasant Homes Subd, 
KENOSHA 

Pleasant Prairie (T) 
KEIASKUM 

KEWAUNEE 

KIEL 

KIMBERLY 

KOHLER 

* LA CROSSE 
LADYSMITH 
LA FAROE 
LAKE DELTON 


Saint Croix 

Tron 

Dodge 

Trempealeau 

Waupaca 

Iron 

Dodge 

Bayfield 

Jefferson 

Washington 

Rook 

Jefferson 

Jefferson 

Sreen 

Portage 

Dodge 

Outagamie 

Conroe 

Kenosha 

Kenosha 

Kenosha 

Washington 

Kewaunee 

Manitowoc 

Outagamie 

Sheboygan 

La Crosse 

Rusk 

Vernon 


10E 0.400 
4.000 
80 0.074 
0.740 

31 0.130 
1.440 
5E 0.160 
1.600 
30 0.015 
0.150 

BE 0.012 

0.2L0 


10 0.060 
0.600 

V 0.025 
0.35C 
>0 3.600 

27.000 
0 1.568 

12.078 

>C 0,161 
3.673 
3 0.050 
0.500 


4,000 

7.500 

0,070 

0.600 

10.000 

60.000 

0.060 

0.600 


0.370 
2.950 
0.300 
8.500 

0.408 
5.100 
0.720 
5.000 

10,600 

50.000 
0.644 

23.400 
82 0.236 
1.480 
0.3SO 

5.000 


None 

0 SoEgCmDfrBo 
0 w 

4 ScCiFtrC Bo 
0 

° GhSoEgCiBo 
^ ScApmCraEgDorBo 

; 

j ShCmFtrCmDfrBo 

Cs 

SoAaCpEhDopX 

ShCmEhFtrCmDfrBo 

ScCmDofrBDo 

SoGmCmFlrCmDfhrDfhrBo 

SoCmFtrCcnDohrBo 

SoLo 

Lo 

ScOmFthrCinAiQCmDgrX* 

ShG hKcamCmEogHaVv 

ShCciFtrCpDcpBo 

SoGroKmCmEgDf rDgerBo 

SoAaeCraFoLoHo 

See City of Kenosha 

SoCmAaCmVvXn 

ShScQtnCmEgDfhX* 

ScCmFthrCmFthrCmDfrotBoX* 

ScApCmAaCtnDorBo 

ScCtnAaCmDmrBo 

So0tnCmDfeht2 LiVvBoXdp 

SmSfFthrCoH Vv 

SoEgCmDorOo 

ScCmEgDorBo 







inventory of municipal waste facilities 


STATE 

I YEAR 

WISCONSIN 

1952 



DRAIN- 






COMMUNITY, SEWER 

AGE 

BASIN 

WATER- 


P.E, (BOD) 

T3 

t 


OR 

— 

— 

DISCHARGE 

UN- 

z 


SANITARY DISTRICT 
INSTITUTION 

Mai 

Sub 

COURSE 

MILEAGE 

TO 

TREATED 

WASTE 

■a 

.2 E 

REMARKS 

Min 



DI5- 

□ £j 







CHARGED 

T-q 







WASTE 

cu< 


' 9 

Da 

m 

1 1 

12 

13 

IQ 

15 

ft HUDSON 

UM 

- 

S16.4 

Saint Croix River 

4* HOE 

n 


HURLEY 

5 

- 

- 


820E 



WL 

- 

M22.6 

Montreal River 

2, 765E 

7 



23 

- 

- 


L,840E 



JIUSTIFORD 

UM 

- 

R2B1.5 

Rock River 

i,OOOE 

7 



9 

- 

- 


40OE 



I II DEPENDENCE 

UU 

- 

M716. 2-45.0 

Trempealeau River to 

820E 

5 



6 

- 

- 

Misslsaionl River 

535E 



TOLA 

WL 

- 

F69-9-32.9 

Little Wolf River to 

8D0E 

7 



25 

- 

-46.3 

Yi'otf River 

400E 



IRON DENT 

WL 

_ 

B19* 5-16, 7- 

A ider Creek to 

385E 

2 


Knight Town 

23 

- 

3,5 

Lake Superior 

320E 



IRON JUDGE 

UM 

- 

R2BL #2-5*0 

Wild Cat River to 

60OE 

i 



9 

- 

- 

Rook River 

15QE 

- 


IRON RIVER 

WL 

- 

ri6.6 

iron River 

550E 

2 



23 

- 

- 


420E 

- 


TJCONTA 

UM 

- 

R249.1-U9 

Creek to Rock River 

200E 

7 


Ixonla S . D, 

9 

- 

- 


4QE 



JACKSON 

WL 

- 

U26. 1-20*0 

Cedar Creek to 

500E 

1 



26 

*- 

” 

Milwaukee River 

100E 

- 


JANESVILLE 

UM 

- 

IU76.L 

Rock River 

60 f OOOE 

3 



9 

- 

** 


24,OOOE 

.. 


JEFFEn-SON 

UU 

- 

R216.5 

Rook River 

12 t 000 

7 



9 

- 

** 


2,000 

- 


J0IIM30S CHEEK 

UM 

- 

R222 * 5-1 . 1 

Johnson Creek 

4,00C 

i 



9 

- 

- 


l ,60C 

- 


JUDA 

UM 

- 

R1 56-9-23. 2 

Creek to Sylvester Creek 


7 


Sanitation District 

9 

- 

-1.9-3. 6 

to Simflr River 

10E 

- 


JUNCTTON CITY 

UM 

~ 

- 

Land 

T*500 

2 



7 

- 

- 



- 


JUNEAU 

UM 

- 

R287, 5-3*5 

Mud Creek to Rook Creek 

6.000E 

i 

"Liquid sludge disposal to land. 


9 

~ 

- 


2*OOOE 

- 

A KAUKAUNA 

WL 

- 

F23.1 

Pox River 

10,100 

2 



25 

- 

- 


5,050 

- 


KENDALL 

UM 


Wl 17-95, 1 

Baraboo River to 

510E 

5 



7 

- 

- 

Wisconsin River 

305E 

- 


ft KENOSHA 

WL 

_ 

- 

Lake Michigan 

71,660 

2 



26 

- 

- 



- 


<EH03ITA 

YL 

- 

23.0 

Creek to Lake Michigan 

500 

5 


Pleasant Homos Subd , 

26 

- 

- 


50 

- 


rao3itA 

WL 


- 

Creek to Lake Michigan 

- 

- 


EMeauanfc Prairie (T) 

26 

- 

- 


- 

- 


KEYA5KUU 

H L 

.. 

*73*3 

Milwaukee River 

5,OOOE 

7 



36 

- 

- 


l.OOOB 

- 


KEWAUNEE 

WL 

- 

<0.1 

Kewaunee River 

2,86C 

7 

"Liquid sludge hauled to land. 


86 

- 

- 


2,000 

- 

fuel 

WL 

- 

S41.7 

Sheboygan 1 River 

6,OOOE 

7 

"Liquid aLudga disposal to land. 


26 

- 

- 


1,8000 

- 

KIUQERLY 

WL 

- 

F27.0 

Pox River 

5, 400E 

7 



25 

- 

- 


540E 

- 


KOHLER 

WL 


34.5 

Sheboygan River 

1,6000 

7 



26 

- 

- 


200E 



ft W CROSSE 

UU 

_ 

M697.9 

Mississippi River 

60, 000 E 

3 


6 

m 

- 


39,OOOE 

- 


LADYSMITH 

UM 

_ 

H763.5- 

Flambeau River to 

4.450E 

7 


6 

- 

H7. 1-17.8 

Chippewa River 

1, I40E 

•* 


LA PARSE 

UM 

_ 

W16. 0-70.3 

Klckapoo River to 

l t 040E 

7 


7 

_ 

_ 

Wisconsin River 

785E 

- 


lake DELTQN 

UM 

7 

" 

W135.B 

Wisconsin River 

3,OOOE 

2,OOOE 

7 



173 
















INVENTORY OF MUNICIPAL WASTE FACILITIES 



lake: geneva 

LAKE HILLS 

LANCASTER 

LENA 

LITTLE CHUTE 

LIVINGSTON 

LODI 

LOU IRA 

LONE ROCK 

LOTAL 

LUCK 

LUXEMBURG 
MC FARLAND 

madison 

MADISON 

Blooming Grove 
* MADrsON 
METROPOLITAN S. 

MANAMA 

MANITOWOC 

MAPLE BLUFF 

MARATHON 

MARINETTE 

MARION 

MARKESAN 

MARSHALL 

MARSHFIELD 

MAUSTON 

MATVILLE 

MAZOMANIE 

MEDFORD 

M ELLEN 


Dodge 

Juneau 

Clark 

Polk 

(eraimee 


STATE 

YEAR 


WISCONSIN 

196s 

PAGE 0 Of 17 


Walworth 

4,929 

4,900 S 0.550 

Jefferson 

2,95i 

2,900 S 0,530 

Grant 

3,703 

3,600 S 0.368E 

Oconto 

506 

500 S 0,250 

Outagamie 

5,099 

5,100 C 0.403E 

3rant 

468 

200 B 0.002 

Columbia 

1,620 

1,605 S 0.240 



2.800 _ 
0.108 g c 

4.500 M 

0,620 g 0 
6.200 „ 

Sh 

0.567 _ 

0.235 So 
4.392 _ 


80' 

810 

5 0.1501 

0.151 

- 

- 

- 

2.820 

563 

460 £ 

0.036E 

0.050 

- 

- 

- 

0.750 

1,141 

1* 14C 

3 0.06! 

0.080 

- 

- 

- 

1.60C 

85: 

833 

3 0,0801 

0.04C 

- 

- 

- 

0.60C 

730 

750 S 

0.091E 

0.072 

- 

- 

- 

1.200 

1*272 

(600) S 

0.060E 

- . 

126,706 

126,385 S 




>ane 

- 

143,250 3 22.000 14,000 


• 

105.00 

laupaca 

1.037 

1,050 8 0.075E 0.130 



1.500 

lanitovoo 

32,375 

33,670 CS 9.000 9.700 


• 

- 118.68 

Dane 

1,565 

{1,560) S 0.156E - 

Marathon 

1,022 

1,020 S 0.080E 0.120 


- 

2.200 

Uarinette 

13,325 

13,000 0 3.00C 2.443 


* 

15.000 

laupaoa 

1,200 

1,200 CS 0.145E 0.200 


~ 

1.100 

Ireen Lake 

1,061 

1,070 S 0, 120E , 0.170 


"■ 

3.000 

Jane 

736 

700 3 0.070 0,080 

food 


0.800 

14,753 

14,750 3 i.a00 2.400 



- - 42.000 

Juneau 

3,531 

3»585 8 0.554E 0.510 

lodge 

" 

43.000 

3,607 

3,605 l 0.550 0.430 

Dane 


13,500 

1,069 

1,000 5 0.100E 0.144 
1.200 

Taylor 

3,260 

3,250 CS D.450E 0.42? 

ASHLAND 

1,182 

v - 3.000 

425 C$ x «. 



1 LL “ 


See Madison Metropolitan 
Sewerage Diatriot 
See Madison Metropolitan 
Sewerage District 

See Madiaon Metropolitan 
Sewerage Diatriot 


See Madison Metropolitan 
8eworage Diatriot 


StaEgCoDgrBo 


SoCmFtrCmDorBo 
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STATE 

YEAR 


WISCONSIN 

1962 
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COMMUNITY SEWER 




5 

£ 


OR ' 

SANITARY DISTRICT 
INSTITUTION 

COUNTY 

I960 

Population 

Estimated 

Population 

Served 

H 

</] 

>- 

on 

tt 

MlUl 

S 

w 2 

0 ^ 

< s. 

Average 
Daily Flow 
MOD 




><0 

<os 

P.E. 

f 1000‘s) 

l 

2 

3 

4 


6 

7 

MELROSE 

Jackson 

516 

455 

s 

0.023E 

0.042 



- 

- 

- 


0.520 

MENAS HA 

Winnebago 

14,647 

(14,645) 

cs 

- 

- 

MENOMONEE FALLS 

Waukesha 

ib ,276 

8,000 

s 

0*560 

0.600 



- 

- 

- 

- 

6.000 

KENOMCNIE 

Dunn 

8,631 

7,770 

c 

0.70C 

1.246 

Plant ft i 


- 




16.510 

MENOMCNIE 

Dunn 

_ 

83C 

c 

0.04C 

x 

Plant tt Z Northside 


_ 




X 

KEQBON 

Ozaukee 

300 

200 

cs 

0.020E 

0.025 

Chalet on Lake 






0.900 

KERRILL 

Lincoln 

9,151 

9,300 

cs 

0.900 

0.860 



- 

- 

- 

- 

10.000 

MERRILLAN 

Jackson 

591 

455 

cs 

0.051E 

0.070 



- 

- 

~ 

- 

0.600 

MIDDLETON 

Dana 

4 * 410 

(4,350) 

s 

0.500B 

- 

MIDDLETON 

Helms Woods Subd. 

Dane 

- 

(75) 

s 

- 

- 

HILLTOHN 

Polk 

60B 

610 

s 

0.G95E 

0.036 



- 

~ 

- 

- 

0.500 

* MILTON 

Rock 

1,671 

3,000 

s 

0.300E 

0,400 



- 

- 

- 

- 

3.000 

MILTON JUNCTION 

Rook 

1,433 

(1,400) 

s 

O.140E 

- 

UILfAOKEE 

Milwaukee 

741,321 

740, OOC 

cs 

X 

- 

MILWAUKEE COUNT f 

Milwaukee 

_ 

240 

s 

0.025 

0,040 

Franklin Town SD ff 1 


- 

- 



0,400 

* MILWAUKEE 

Milwaukee 

- 

967,700 

c 

187.30 

155.00 

METROPOLITAN 8* D. 


- 

- 

- 

- 

X 

MINERAL POINT 

Towa 

2,305 

1,800 

s 

0.180E 

0.318 



- 

- 

- 

- 

9.048 

NWOCQUA 

Oneida 

800 

800 

s 

0.090E 

0.145 



- 

- 

“ 

- 

1.700 

MISHICOT 

Manitowoc 

762 

760 

s 

0.120E 

0,120 



- 

- 

- 

- 

1.200 

11 ON DO VI 

Buffalo 

2,320 

2,100 

cs 

0.146 

0.373 



- 

- 

- 

- 

4,850 

MONONA 

Dane 

8,178 

(8,000) 

s 

0.800E 

- 

MONROE 

Green 

8,050 

8,300 

s 

1.214 

0.660 



- 

- 

- 

- 

15.000 

MONTELLO 

Marquette 

1,021 

1,000 

s 

0.08QE 

0.135 



- 

- 

- 

- 

1.500 

MONTICELLO 

Green 

789 

750 

s 

0.090E 

0.115 




- 

- 

- 

1.200 

MONTFORT 

Grant 

538 

400 

s 

0.040E 

0.060 



- 

- 

- 

- 

0.600 

MONTREAL 

Iron 

l,36i 

1,350 

cs 

0.130E 

0.210 



- 

- 

- 

- 

2.000 

MORRISCNVILLE 

Dane 

_ 

150 

s 

0.015E 

0.045 

SANITARY DISTRICT 




_ 


0.450 

MOSINEE 

Marathon 

2,067 

2,000 

cs 

0.076E 

0.188 



- 

- 

- 

-■ 

1.880 

MOUNT HOREB 

Dane 

1,991 

1,950 

s 

0.350E 

0,400 




- 

- 

- 

9,300 

MUJCWONAOO 

Waukesha 

1,877 

1,800 

s 

0.108 

0.225 



- . 

- 

- 

- 



TREATMENT FACILITIES 


TREATMENT 


LINE 

NO, 


ShCraFtrCmDorBo 
See Neennh* 
ScApmCnFtrCmDcrBo 
ShCmFthCmDfrBo 
ShCmFtrCmDfrBo 
SoC EgDrXd 
ScApCmEgH VvXpn 
ShEgCmDorBo 

See Madison Metropolitan 
Sewerage District 

See Madison Metropolitan 
Sewerage District 
ShCmEogDohBo 

SraEhCmAmCmFraDgrraBo 

See Milton 

See Milwaukee Metropolitan 
Sewerage District 

ShCiFtrCp 

SoGhSfAaCmVvoXn 

ScCraFthCmEcgLoDfhmrBoX 

ShCraFtrCmDorBo 

ShCmFtrCinDfrBo 

ShEgCmFthrCraDomhBoL3 

See Madison Metropolitan 
Sewerage District 

ScCmFthrCmAmCmDfrBo 

SoCraFtrCmDorBo 

ScApCtnDopBoEg- 

ShLo 

SoApmEgCmDo 

SoLo 

SoCmKcgDf rBo 

SraCraFtrCmAaCmDchrtDfhrBoX Eg 
ScCmFthrCmDorBo 


1 

2 

3 

4 

5 

6 

7 

8 
9 

10 

11 

12 
L3 
II 

16 

17 

18 

19 

20 

21 

22 

23 

21 

25 

26 

27 

2 * 

29 

30 


176 











INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 



COMMUNITY. SEW HR 

DRAIN 
1 AGE 
BASIS 

- WATER- 

L 

DISCHARGE 

LINE 

OR 



NO, 

SANITARY DISTRICT 

Mai 

Mir 

10 


COURSE 

TO 

institution 

9 

]' Sut 1 

( 0 1 

( MILEAGE 

I 

MELROSE 

uu 


M708.6- 

Douglas Creek to 

2 


6 

- 

48.1-0.7 

Black River 


Iuenasha 

WL 

- 

- 

Fox River 



25 

- 

- 



MENOMONEE FALLS 

WL 

- 

Mil. 0.6 

Menomonee River to 

4 


26 

- 

-19.0 

Milwaukee River 

5 

WENOMONIE 

Plant ft i 

m 

6 

- 

H763.5-26.8 

-14.7 

[ fled Cedar River to 
: Chippeva River 

6 

MENOMONIE 

Plant ft 2 Northside 
UEQU0N 

UM 

6 

WL 

26 


Il4763. 5-26. 3 

-46.7 

Red Cedar River to 
Chinnewa River 

7 

Chalet on Lake 

- 

- 

Lake Michigan 


HERR ILL 

UU 

7 

- 

W293.1 

Wisconsin River 

8 

MEHRILLAN 

UU 

6 

- 

M708.b-Vb. 6 

Halls Creek to 

9 

MIDDLETON 

- 

-13.0 

Black Creek 


UU 





9 



Yahara River 

to 

Middleton 

Heitna Woods Subd. 

UU 

9 

- 

- 

Yahara River 

1 1 

HILLTOWN 

UU 

5 

UM 

- 

532.2-31.4 

- 22.8 

Balsam Branch to 

12 . 

* MILTON 


Annie River 



9 

_ 


Gravel pit 

13 

MILTON JUNCTION 

UU 

9 

- ■ 

- 

□ravel pit 

14 

MILWAUKEE 

WL 

26 

- 

- 

Lake Michigan 

15 

MILWAUKEE COUNTY 

WL 


K I 

Root River 


^ranklln Town SD ft 1 

26 



16 

fr MILWAUKEE 
IETR0P0LITAN S, D. 

WL 

26 

■ 


Lake Michigan 

17 1 

MINERAL POINT 

UU 

1 

RL56-LI 1 .3- 

Mineral Point Branch to 

Ifl | 


9 


62.4-2-3.8 

Peca fconioa River 

AfNOCQUA 

UU 


J320.6-22-2 

Lake Tomahavk and 



7 



Wisconsin River 

19 j 

MISHICOT 

WL 


IY8.4 

Twin River 

20 i, 

I0ND0VI 

26 


- 

to Lake Michigan 

JM 


I754.8-35..5 1 

Buffalo River to 



b 



Miesissinni River 

21 } 

IONONA 

UU 



Sahara River 



9 




22 j, 

IONROE 

JU 


U58-88- 1 

Honey Creek to 



9 


LQ. 7 1 

Pecatonica River 

23 | 

40NTELLO 

WL 


FL33. 8-0.1 

Montolto River to 



25 


* 

Fox River 

24 | 

JONTICELLO 

UM 


1156-9-35.4 ' 

W. Br. of Little Sugar R, 



9 


-9-0.4 

to Sugar River* 

25 l 

JONTFORT 

UU 


V33.9-2l.8- ( 

Ireek to Blue Rivor to 



7 


1.9 i 

Visconsin River 

26 i 

10NTREAL 

YL 


123-5.2 1 

Yeat Branch of 



J3 



JontreaL River 

27 \ 

40RRIS0NVILLB 

UM 


1 U 91 .3-54. 9 1 

Creek to Yahara River to 


SANITARY DISTRICT 

9 



Book River 

28 

flOSINEB 

UU 

7 


V255 

Wisconsin River 

29 

10UNT HOREB 

JU 


U 56-9-52. 3 1 

W. Br. Sugar River to 



? 


-15.2 1 

Pecatonica River 

30 

4UKW0NA30 

UM 


<'153.3-1.3 I 

dukwonago River to 



16 



Fox River 


WISCONSIN 


VHAJI 


V.V.. r DOOl 


UN- 

TREATED 

WASTE 


DIS- 

CII ARCED 
WASTE 


REMARKS 


455| 

70i 


5,735] 

970 


8,915 

1,175 

820j 

150 

200E 5 
100E 
9, 200 E 
6 , 100E 

455 
320 


610E 

425E 

3,0001 


2 50E 
55E 

2,380,000] 
190,000] 
1 ,800E 
2 50E 
8-OOE 
100S 

900E| 

2000 


4,000 

1,300 


26,140 

12,600 

900E 

180E 

900E 

600E 

4O0E 

40B 

1,350E 

900E 

150E 

15E 

775 

495 

8,OOOE 
1 ,OOOE 
2,OOOS 
400E 


♦Joint plant with Neenah. 


♦to Pecatonloa River. 


177 


INVENTORY OF MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 


WISCONSIN 
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|Esa 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 




- 

$ 

\WlSM 

COUNTY 

I960 

Population 

Estimated 

Population 

Served 

J 

0 

> 

V 

0 

w s 

<3 u, 

j ^ fl 

Average 

DaiJyFJow 

MGD 










& 

> <0 

P.E, 






l < OS 

(1000's) 



3 

4 

5 

6 

7 

MUSCODA 

Orant 

92 

1 06( 

S 

0.086 

0,144 



- 

- 

- 

- 

MOO 

* NEENAH 

Winnebago 

18,05 

32,701 

a 

10.00( 

10.000 



- 

- 

- 

- 

25.000 

NEILLSVILLE 

Clark 

2,72* 

2,720 

s 

0.24C 

0.342 



- 

- 


- 

7.800 

NEKOOSA 

Wood 

2,515 

MBS 


0.350E 

0.475 



- 

- 


- 

4.000 

NEW AUBURN 

Chippewa 

383 

310 


0.020E 

0.028 



- 

- 


- 

0.450 

NEW GLARUS 

Green 

Mfee 

1,450 


0.200E 

0.256 



- 

- 

- 

- 

6.858 

NEW HOLSTEIN 

Calumet 

2,401 

2,400 

s 

0.400E 

0.450 



- 

- 

- 

- 

21.000 

NEW LrSBON 

■Juneau 

1,337 

1,240 

cs 

0.149 

0.006 



- 

- 

- 

- 

1.590 

NEW LONDON 

Waupaca 

5,28£ 

5,30C 

Q 

0.622 

1.220 



- 

- 

B 

- 

n.ooq 

NEf RICHMOND 

Saint Croix 

3,316 

3,305 

S 

0.265 

0,400 



- 

* 

- 

- 

6.000 

NIAGARA 

Uarlnette 

2,098 

2,000 

c 

0.52BE 

0.300 



- 

- 

- 

- 

3.000 

NICHOLS 

Outagamie 

150 

150 

s 

0.008E 

- ' 

NORTH BAY 

Racine 

264 

(365) 

8 

0.025E 

- 

NORTH FOND DU LAC 

Fond Du Lao 

2,549 

2,550 

CS 

0.165 

0,200 



- 

- 

- 

- 

2.500 

NORTH HUDSON 

Saint Croix 

1,019 

(1,000) 

s 

X 

- 

NORWALK 

Monroe 

4B4 

460 

8 

0.046E 

0.090 

OAK CREEK 

Oak View Subd. 


- 

■» 

- 

- 

1,100 

Milwaukee 

324 

325 

s 

0.070E 

0.003 



- 

- 

- 

0.350 

OAKFIELD 

Fond Du Lac 

772 

770 

3 

0.242 

0,120 



- 

- 

- 

.. 

1.200 

OCONOJIOWOC 

Waukesha 

6*682 

6,680 

S 

1.300E 

1.296 

OCONTO 


- 

** 

- 

- 

15.200 

)o onto 

4,805 

4,700 

c 

0.938E 

1.764 



- 

- 

- 

_ 

20.000 

OCONTO FALLS 

Do on to 

2,331 

2,300 

c 

O.094E 

0,248 

OMRO 


- 

* 

- 

- 

5,800 

Winnebago 

1,991 

1,990 

s 

0,177 

0.146 

ONALASKA 


- 


- 

- 

MOO 

La Crosse 

3,161 

(2,665) 

3 

X 

- 

ONTARIO i 

Vernon 

448 

365 

S 

0.013E 

X 




- 

- 


0.700 

OOSTBURG j 

Sheboygan 

1,06: 

1,06! 

s 

0.1201 

0,211 

OREGON 1 


- 

- 

- 

- 

0.80C 

Dane 

1 , 70i 

1,650 

s 

0.165E 

0.120 




- 

- 

- 

1.050 

ORPORDVILLE I 

Hook 

665 

650 

s 

0.075E 

0.053 

OSCEOLA i 

Polk 

942 

93C 

s 

0,081 

0.800 

OSHKOSH 1 

Ilnnebago 

45,110 

50,685 i 

cs 

6,500 

6.000 

OSSEO i 

'reapoaUau 

I* 144 

970 

8 

0*064)! 

60.000 

0.60C 





— L 

- VHf l 

1.000 


TREATMENT FACILITIES 


TREATMENT 


LINE 

NO. 


ShCraEcgDorBo 

ShQhCmEgDopVvXn 

ScAaCmDchBoLs 

StaCfflEcgDcrBo 

ShClEgBoL 

So CtnFoCmF trC»Df KrBoX 

ScCtoAraCoDgrBo 

SoCmFtrCmDorBo 

ScCraFthrCmDfreBo 

StnCmEgFthrCraDgrX* 

SoCmEcgDorBo 

None 

See City of Racine 
ScCmFthrCmEcgDcmrBo 
None (thru Hudson Sewers) 
ShCaiFtrCmDcrHo 
L 

SoCmAaCmDfrDo 
SoEgCmFtrCnDfrBo 
SDOmCmFthrCmDgffirtBo 
ShCnFthrCinDinrBo 
ShCfflEogDmrBo 
See La Crosse 
ShCmEohDcrBo 
SoCnFthrCpFthrCaDtnrBo 
ShC a Ftr Cm Dfr Bo 
ShCnFtrCnDcrBo 
None 

SoOmCnKnCiDEgDfreBo 

ShCiBo 


1 

2 
J 
i 

5 

6 
7 
A 
9 

IQ 

n 

n 

u 

rt 

n 

16 

17 

IB 

19 

20 

21 

22 

23 

24 

25 

26 
27 
2B 

29 

30 
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drai> 







COMMUNITY, SEWER 

age 
dasj r* 

- WATER- 


PE. fROD) 

t 

ljnt 

i OR 

““ 

“i — 

DISCHARGE 

UN- 

Z 

-MO 

SANITARY DISTRICT 
INSTITUTION 

Ma 

! Sul 

COURSE 

MILEAGE 

TO 

TREATED 

WASTE 

III 

REMARKS 


Mi 



immmi 



_ _ 9 

II 

ICT 

II 

IQS 

II 

lMKm 


IBB 


1 

KUSCODA 

i 

ii 

~ — : 

W42 

Wisconsin River 

ittMflvn ii 

■HI 

« 

15 

2 

* neewah 

7 

- 

- 


■a 



WL 

* 

F37.9 

Fox River 

50,000E 

2 

3 

NEILLSVILLE 

25 

- 

- 


30,000£ 



UN 

- 

U7Qa. 6-97,1 

Blaok River to 

3,360 


4 

NEKOOSA 

6 

- 

- 

Wl as 1 ns f nnl River 

190 



UK 

- 

W20I «3 

Wisconsin River 

2,600 ? 


5 

NEW AUBURN 

7 

UK 

- 

- 

Land 

1,900 - 

385 7 


6 

HE, CLARUS 

b 

UK 

- 

R156-9-35.4 

Little Sugar R. to Sugar 

0 - 
6.000E 7 



NEW HOLSTEIN 

9 

- 

“ 16, £j 

R. to Pecatonica River 

1 ,QOOE - 


a 

WL 

26 

_ 

1134-9-7 

Pino Cr. to S, Br, of 

Ha ni tonne River to* 

6.0005 7 

2.0005 - 

*Hanito»oc River 


NEW LISBON 

UU 

- 

W154-23 > I 

Lemonseir River to 

1,2405 7 


s> 

NEW LONDON 

7 

- 

- 

Wisconsin River 

2500 - 



WL 

25 


F6>9. 9-37. 8 

Wolf River 

15,400 1 


IO 

NEW RICHMOND 

UU 


SL7.2-22.3 

W1 l low River to 

5,460 - 
3,305 7 


1 1 

NIAGARA 

5 


- 

Saint Croix River 

660 - 

•Liquid aludge disposal to l&jid. 

IL 


^83. 9 




£4 


Menominee River 

2 ,0005 7 


12 

HTCHOLS 

IL 

25 


F69.9-63.Q- 

15.6 

Shioc River to 

1,500E - 

150E 0 


13 

NORTH BAY 

IL 


Wolf River 

150E - 



26 



Lake Michigan 

100 6 


14 

NORTH FOND DU LAC 

*L 

T ^ 


F59.6-LW 

Lake Winnebago and 

1O0 - 

3 ,000E 7 


15 ' 

NORTH HUDSON 

JU 



Fox River 

600 E - 






Saint Croix River 

- 


16 

40RWALK [ 

JU 


fl 6-99. g-6 

Uorria Cr. to Kickapoo R. 

1,070E 7 


17 





to Wisconsin River 

160E - 


OAK CREEK | 

Oak View Subd. j 

IL 

26 



Land 

325E 6 


18 

OAKFrELD 1 

?L 


"59.6-LW 

Camp Grounds Cr. to Fond 

0 - 

1 ,OOOE 7 


ID 


25 


L7 *0-2*0 

Du Lao River to* 

100R - 

•Lake Winnebago to Fox River. 

DCONOMOIOC l 

JK 


1246.9-10 

Qoonomowoo River to 

26,475 7 


20 

• 

> 



Rock River 

2,850 - 


OCONTO 1 

IL 

( 

3-13 

Oconto River to 

lO,OOOE 7 


21 

t 

J4 



Green Bay 

1 ,360E - 


OCONTO PALLS I 

IL 

( 

M9.5 

Oconto River to 

5* 700S 7 


22 

s 

14 



Orenn Rev 

5002 - 


OMRO I 

f 

IL 

>5 

i 

?75.a 

Fox River 

2*1001 : 7 


23 

ONALASKA l 

t 

m 

> 



Kisaisaippi Rivar 

1,2001! - 


24 

ONTARIO l 

JK 

l 

116.0-95.9 1 

Kickapoo River to 

365E 7 


25 


i 


i 

lisoonsin River 

240E - 


OOSTBURO 1 

IL 

[ 

38.0 

Black River to 

1,2001! 5 


26 

i 

OREGON l 

16 



l.aka Klnhloran 

2001! - 


IK 

F 

U89. 3-6.6- 

Bad Fiah Creek 

1,6502 1 




1 

1 

.6,0 

to Yahara River 

5002 - 


27 

DRFORDVILLE t 

IK 

F 

1156-9-17.4 1 

Taylor Creek to Sugar R, 

l, 1502 7 



9 

i 

* 

■5.0 

to Peoatontoa River 

1500 - 


28 

OSCEOLA l 

IK 

£ 

146.2-0,2 

Osceola Creek to 

9401 7 



5 


* 


Saint Croix River 

6601 - 

6O,000E 7 


29 

50 

OSHKOSH 1 

OSS GO 1 

L - 
5 - 

F 

61.4 1 

^ox River 


35,OOOE - 

IK - 

li 

1754.8-72 1 

Suffalo River to 

9702 2 



6 

— L 

LX 

1 

Hisslaslnnl River 

7752 - 
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INVENTORY OF MUNICIPAL WASTE FACILITIES 


COM M UNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


I 


* Of EN 

PALMYRA 

PA RDEEV I LLC 

PARK FALLS 

PARK RIDGE 

PATCH GROVE 

PERCE 
Pence Town 
PEPIN 

PESHTIGO 

PEWAUKEE 

PHILLIPS 

PiTTSVILLE 

PLAIN 

PLATTEVILLE 
PLUM CITY 
PLYMOUTH 
PORTAGE 
PORT EDWARDS 
FORT WASHINGTON 
POTOSI 
POUND 
POYNETTB 
PRAIRE DU CHIEN 
PRA IRE DU SAC 
PREBLE TOWN 
PRENTICE 
PRESCOTT 
PRINCETON 
PULASKI 
* RACINE 


COUNTY 


Clark 

|Jef ferson 

Columbia 

|Price 

Portage 

Grant 

Iron 

Papin 

Marinette 

Waukesha 

Price 

Wood 

Sauk 

Grant 

Heroe 

Sheboygan 

Columbia 

Wood 

Ozaukee 

Jrant 

Marinette 

2c lumbla 

Crawford 

Sauk 

Grown 

’rice 

Pieros 

Green Lake 

Brown 

Racine 


I960 

Population 


1,098 

1,000 

1,331 

2,919 

504 

208 

275 

825 

2,504 

2,484 

1,524 

661 

6?7, 
6,957| 

384 
5, 128 
7,822 
1,B49 
5,984 
509 
273 
1,090 
5,649| 
1,676 
12,245 
427 
1,536 
1,509 
1,540 
89,144 


Estimated 

Population 

Served 

5 

> 

f- 

5 

tu 2 

h 0 

« 

6 O * 

« >- 

;S “=!C 
> < c 

:s <5 * 

Dcs’d 

For 

■ 

P.E. 

(100O‘s) 

mi 

E1HH 

7 

1,530 

1 0, 58 f 

0.560 

- 


10.000 

980 

0.09QE 

0.150 

* 


1.800 

1,300 

O.lOOi 

0.072 

- 


1.20 

2,850 

0.3501 

0.400 

- 


4.500 

(505) S 

0.050E 

- 

450 S 

0.045E 

0.056 

- 

- 

0.930 

275 

1 0.0201 

0.015 

- 


0.150 

795 S 

0.027E 

X 

- 

- 

0,950 

2,800 C 

0.525E 

0.400 

- 

- 

4.000 

2,400 S 

0.330 

0.300 

- 

- 

3.700 

1,500 C 

S 0.095 

0.299 

- 

“ 

2.276 

500 S 

0.035 

0.088 

- 

- 

1.644 

665,. s 

o..o4oe 

0,030 

- 

- 

0.500 

6,940 S 

0.694E 

0.600 

- 

- 


325 s 

0.020E 


- 

- 

0.400 

5,13C S 

0.91C 

0.75C 

- 

- 

7.40C 

7,800 S 

1.000E 

1,300 

" 

- 

15,000 

1,700 S 

0.170E 

0.204 

- 

- 

2,500 


0,900 

1.000 

- 

- 

10.000 

400 S 

0.040E 

0.209 

- 

- 

4.606 

250 S 

0.020E 

0.050 

“ 

- 

0.500 

1,050 S 

0.105E 

0.O60 

** 

*■ 

1.000 

3,000 C 

0,735 

1.000 

- 

- 

10.000 

(1,640) 

0.L64E 


(12,500) S 

X 

- 

425 5 

3.040E 

0.060 

- 


0.700 

1,350 S 

0.135 

0.250 

* • 

- 

2.500 

1,500 S 

0.120E 

0,150 

- 

- 

1.500 

1,500 C 

0,350 

0.161 

- - 

- 

5.870 


19.230 1 

17,600 

hi ia 

t 

35.000 


STATE 

■ 

■ 

WISCONSIN 
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TREATMENT FACILITIES 


TREATMENT 


8 


ShCMFthrCfflDmrflo 

ScCm FthrCraDorBo 

SoCmFtrCraDcrBo 

SmCmAciCtnDfrsBo 

See Stevana Point 

ScCpAaCmEcgDoX 

Cs 

ShCmEogDorBo 

ScCraFthrEcgCmDcrBo 

ScCmFtrCmDcrBo 

SoGhCmFthrEgCmEfrBo 

SoCmFtrCmDorBo 

SoCEnFtrCmDorBo 

SoEgCraFtrCmDrarBo 

ShClIaBo 

ShGhCmEgFtrCmDmrBo 

SoCraFtrCmDchrarBo 

ShCmEcgDgrBo 

ShScEgCmDfmhrDghrX* 

SoCmDorBoEog 

SoCmAmCroDor 

ScCmFtrCraDorBo 

GmSoCmDfhXd 

See Sauk City* 

See Green Bay Metropolitan 
Sewerage District 
SmCmFthrCmDorBo 

ScCmDomBo 

ShEgCmDorSo 

SoCmFthrApCmDmrBo 

SoOmCmEgDrarDfrBcXd 


LINE 

NO 


180 


1 

2 

3 

4 

5 

6 
7 

a 

9 

10 

it 

12 

13 
U 

15 

16 
17 

ta 

19 

20 

21 

22 

2 3 

24 

25 

26 

27 

28 

29 

30 









INVENTORY OF MUNICIPAL WASTE FACILITIES 


LIME 

NO. 


COMMUNITY, SEWER 
OR 

SANITARY district 
institution 


DRAIN 

AGE 

BASIN 


WATER- 

COURSE 

MILEAGE 


STATE 

| YiiAR 


WISCONSIN 

I i9«a | 

f PAGE 11 of 17 


DISCHARGE 

TO 


P.E. (BOD) 


UN- 

TREATED 

WASTE 


dis- 
charged T-q 
WASTE 


REMARKS 


I 

2 . 

3 

4 

5 

<S 

7 

8 
9 

f> 

.1 

12 

13 

14 

L5 

ts 

17 

18 

19 

30 

21 

22 

23 

M 

25 

l<\ 

27 

IH 

29 

30 


* OIEN 
PALMYRA 

pardeeville 

park FALLS 
park ridge 
patch grove 

PENCE 

Pence Town 
PEPIN 

feshtigo 

PEIAUKEE 

PHILLIP3 

PITTSVILLE 

PLA1M 

PLATTE VTLLS 

PLUM CITY 

PLYMOUTH 

PORTAGE 

| PORT EDVARDS 

PORT WASHINGTON 

POTOSI 

[POUND 

POINETTE 

PRAtRE DU CHlEN 

PRAIRE DU SAC 

PREBLE TOWN 

PRENTICE 

PRESCOTT 

PRINCETON 

PULASKT 

L RACING 


II 


13 


UUj 

6 

itf 

9 

WLj 

25 

UU 

6 

UM 

7 

uu 

8 

il! 

23 
UM 
6 

WL 

24 
WL 
6 

UM 

6 

UU 

7 

UU 

7 

UU 

0 

UU 

6 

IL 

28 

WL 

25 
UU 

7 

WL 

26 
UU 

8 

WL 

24 

UU 

7 

UU 

6 

JM 

7 

WL 

25 

UU 

6 

UU 

6 

WL 

24 

IL 

36 


U7O0. 6- 
118*2-10.0 

R21U2-ll.ll 

6.0 

FT6B.3 

U763.5- 
117. 1-91.5 


M597.8-39.2 

-13.2 

B19.5-16.7- 

7.0 

U767.L 

P10.0 

F1&9.4-6.4 

IU764-U7-47 

13.2-12.5 

1WL60-4U7 

|W79.5-14 

0.5 

|M590. 3-4*2- 
18.1-1.5 

|U763. 5-0.3 
10.5 

S13-12 

F160.7 

1206.5 

SO.l 

M589.3 

P27.0-5.6. 

1.2 

[WlOl, 2-5.0 
M634.9 


|U763,5- 

110.5-61.5 

U611 

F107.0 

LS19.1 


Poplar River to 
Black River 

Scuppernong Creek 
to Bark River 
Pox River 

Flambeau River to 
Chlnnewa River 
Wisconsin River 

Blakes Creek to 
Grant River 

Alder Creek 

Mississippi River 

Peahtigo River 

Pe»aukee River 

Big Elk R, to S* Pork of 
Flambeau River to* 

Yello* River to 
Wisconsin River 

West Branch of Honey Cr. 
to Honey Creek 

Roundtree Branch to 
Little Platte River to* 
Plum Creek to 
Chippewa River 

MuLlett River 
Shebovetm River 

Fox River 

fisoonein River 

Sauk Creek to 
Lake Miohi^an 
Mississippi River 

Creek to 5. Br. of Beaver 
Creek to Peshtlgo River 

Rowan Creek to 
Wisconsin River 

Mississippi River 

Wisconsin River 

Fox River 

Big Jump River to 
Chlnnewa River 

Uississippi River 
Fox River 

Little Suaraioo River to 
flrimn Bav 

iLoke Michigan 


13,620 

4.47C 

980E 

180E 

L,300E 

260E 

2, 820E 
2Q0E 


450E 

45E 

275E 

220E 

795E 
515E 
2,800 
935 
1.83J 
42 1 
1, 500E 
300E 
1.400E 
HOE 
665 
125 

6,940p 

l, 100E 

325e[ 

300E 

7,500$ 

7001! 

13,00031 

i f 500i: 

2,055 

1,400 

7,OOOEj 
4,000^ 
2»OOOE 
1, 500E 


250E 
25E 
1 ,050E 
200E 
3,000 
2,100 


4250 

75S 

1,350E 
945E 
1 , 500E| 

i,oooe[ 

5,OOOB 
2.000E 
150,600 |2 
111,500 


"Flatabeau River to Chlpppewa River. 


"Platte River to Mississippi River, 


"Liquid sludge to land. 


"Joint plant with Sauk City. 
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[ ST A[T 


WISCONSIN 


1962 
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Average 

(f)jiJyFlow 

MGD 


<:OM Ml TNI TY, SEWER 
OR 

SANITARY DISTRICT 

COUNTY 

l%0 

Populism 

Kuirrmcd 

Pnpulaiinn 

f 

: 

5 Z 

W J 

INSTITUTION 


! Served 

UJ 

fr* \ 

gdO 
> < 0 
<os 

I 

2 

s 

4 

5 

6 

RACINE 

Caledonia Town** 

Racine 

- 

1,20 

0 S 

0.062E 

RAC THE 

Crestviev S. 0. 

Raolne 

- 

(300 

) S 

X 

RACINE 

Mount Pleasant (T) 

Racine 

- 

(2,392 

s 

X 

* RACINE 

North Park S. D. 

Racine 

- 

2,20C 

s 

0.200E 

RACINE 

South Lawn Subd. 

Racine 

- 

X 

s 

X 

RANDOLPH 

Dodge 

l,50 r 

1,50, 

s 

0.150E 

RANDOM LAKE 

Sheboygan 

858 

860 

s 

O.I25E 

READSTG2N 

Vernon 

46* 

2iC 

s 

0.044E 

REED3BUR0 

Sauk 

4,371 

4,35C 

cs 

l.OOOE 

REEDSVILLE 

Manitowoo 

830 

830 

s 

0.G79S 

REESEVIUE 

Dodge 

491 

49C 

s 

O.O66E 

RHINELANDER 

Oneida 

8,79C 

8,700 

cs 

1.750 

RIB LAKE 

Taylor 

794 

775 

cs 

X 

IUCE LAKE 

Barron 

7,303 

7,155 

cs 

l.OOOE 

RICHLAND CENTER 

Richland 

4,746 

4,805 

s 

0.665E 

RIDGE LAND 

Dunn 

288 

205 

s 

0.012 

Rro 

Columbia 

7BB 

760 

s 

0.050E 

RrpON 

Fond Du Lao 

6,163 

6,765 

s 

0.927 

RIVER FALLS 

Pierce 

4,857 

4,705 

s 

0.330 

RIVER hills 

Milwaukee 

1,25- 

(1,100 

s 

X 

* ROTHSCHILD 

larathon 

2,550 

4,000 

s 

0.350 

ROXBURY 

Sanitary District 

Dane 

125 

100 

s 

0.005 

SAINT CROIX FALLS 

Polk 

1,249 

1,215 

s 

0,104 

SAINT FRANCIS 

Milwaukee 

10,065 

(10,065) 

8 

X 

SAINT NAZIANZ 

Manitowoo 

669 

850 

s 

o.oeoE 

* SAUK CITY 

Sauk 

2,095 

3,700 

s 

0.400E 

SAUKV I LIE 

Ozaukee 

1,038 

1,040 

s 

0.180 

SCHOFIELD 1 

Marathon 

3,038 

(3,000) 

s 

X 

SEYMOUR ( 

Outagamie 

2,045 

2.10Q i 

1 c 

),349E { 

SHARON 1 

ffalworth 

l,it>7 

1,100 1 

iii < 

v;*:,; 2! 

li'ibOE 1 


Dcs'd 

For 


RR. 


0.200 

2 . 000 , 


0.400 

4.000 


0.270| 
1.700, 
0,100 
o.eoo 

x 

0.600 

1,000 
3.285) . 
0.080 
0,640 

0.080 
0.600 
1.500 
13,500 


1.530 

8.500 

0.7lo| 
LI. 448 

0.045 

0.450 

0,048 

0.800 

0.6B4 
54,000 
0 . 200 , 
x 


TREATMENT FACILITIES 


TREATMENT 


ShSoCmFtrCmDchBoL 


Sea Racine North Park 
Sanitary District 
See City of Racine 


0.020 

0.200 

0.1201 

1.500 


1.200 

0,33d 
2, 500| 

0.320 

1.600 


SoEgCmFtrCmDcrBo 

Hone 

ScCmFtrCfnDorBo 
ShCmFtrCcnDarBo 
ShCroEogDerBo 
ScGmCmEogFtrCmDfrBo 
ShCmFtrCmDrarBo 
SoCiFtrC Bo 
ScmQhCwDfrU Bo 
Hone 

SoCraFthrCmDhBo 

SraEgF trCmAaCmDfghBoXd 

ShCiEgBo 

SaCraFtrCroDarBo 

SoCmFthrCmFtrCmDorDgrBo 

SfFthCmZaBo 


See Milwaukee Metropolitan 
Sewerage District 

GraScCtnEgL, 80 
80L0 

SnjBfFthrCmDcrBo 

See Milwaukee Metropolitan 
Sewerage District 
ScCrcAmCoiEogDorBo 

SoCoDfrBoI 

ScCraFtrCnDfrflo 

See Wausau 

ShCoiAmKcCmBcrBoX 

SoCmFtrCmDfr 


I INF 

No 


1 

2 

1 

4 

5 

6 

7 

6 

9 

10 

LI 

L2 

U 

14 

15 

ir. 

17 

15 

19 

20 

21 

22 

25 
24 
2 $ 

1 6 
27 

26 

29 

30 















un 















COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 
INSTITUTION 


A SHAWANO 

SHEBOYGAN 

SHEBOYGAN FALLS 

SHEBOYGAN FALLS 
Richard Bros. Sufcd. 
SIIELBYTOM (T) 

3, D. § i 

SHELBYTOiltf (T) 

S. D. 0 2 
SHELDON 

SHELL LAKE 

SHOREVOOD 

SHOREWOOD HILLS 

SflULLSBURO 

SIREN 

SLCNGER 

SOMERSET 

SOUTH MILWAUKEE 

SPARTA 

SPENCER 

SPOONER 

SPRING GREEN 

SPRING VALLEY 

STANLEY 

STETTIN 
B. D, # l 

* STEVENS POrNT 

STODDARD 

STOUGHTON 

STRATFORD 

STRUM 

STURGEON BAY 

STURTEVANT 

SULLIVAN 


Shawano 

Sheboygan 

^Sheboygan 

Sheboygan 

La Croase 

La Crosao 

Rusk 

fashburn 

Milwaukee 

Dane 

Lafayette 

Burnett 

Washington 

Saint Croix 

Milwaukee 

Uonroe 

Marathon 

Washburn 

Sauk 

Pierce 

Chippewa 

Marathon 

Portage 

Vernon 

Dane 

Marathon 

Trempealeau 

Door 

Racine 

Jefferson 


STATE 

YEAR ' 

WISCONSIN 

1962 



INVENTORY OF MUNICIPAL WASTE FACILITIES 


Estimated 

Population Pop«*«io n 
Sefvcd 


w 2 Avcra s c 

o DailvFlow 

> < o P R- 

<QS C 1 OOO's) 


TREATMENT FACILITIES 


TREATMENT 



6,300 CS 0.B25 1*108 SmGmCmEcgFtrCinDf rstBo 

21.500 _ 

45,950 SC 9.000 ii.aoo smCmamFthCmT DfreVvXd 
62.000 

4,060 S 0.5L0 0.376 soCmEgFtrCmDf rBo 
4.600 _ 


(2,185) S x 

(1,045) S x 


See City of La Crosse 
See City of La Crosse 


205 S 0.014E 0.089 r 
1.100 _ 

925 3 0.075E 0.078 ghCmEcgDorflo 
1.000 _ 


15,990 S x 
(2,320] S 0.2321 


See Milwaukee Metropolitan 
Sewer Distriot 


- Sea uadison Metropolitan 
' " Sewer Distriot 

1.300 3 0.200E 0.299 SoCmAmCn>DchmrBoX 

16! S 0.0751: 0. IK Lo 
l.IOt _ 

i,M° S 0.260 ^0.150 SQAraCmFthrAmCmDorBo 

72C S 0.0421 0.03^ clflo 

0.50C . 

20,305 S(? 2.700 ^3.000 SoGu'nCfnEcgDfrBoLs 

6,360 S 0.700E 1,000 SoEgCraFtrCmDfrBo 
~ " - 7.800 „ 

890 S 0.090E 0.080 ShCaFtrCmDcrDo 
0.800 _ 

2.300 S 0.243E 0.288 flhclBoLo 

1,130 3 0. 113E 0,150 shCmDorlaBo 
1.000 „ 

975 S 0.102E 0.092 shChFthrCmDorBo 

- - - 2.900 _ 

2,010 C 0.259S 0.576 SoMaCaDcrBo 

- *■ 4 . 500 _ 

(1,500) S XI- . 

„ _ Sea Wausau 


18,000 C3 1.572 - 

0.951 

525 S 0.031 0.036 


ScCoAmCmDfraLs 

ShCmFtrCnDorBo 


_5,540 S 0.600E 0.560 GaShCFtrC.DgsrBo 



00 S 0.060B 0,130 
1.300 

0.030S 0.081 


CiBo 

ScCmDorBo 


0.944 „ 

O - 608 15.200 SmApCmAaCfflKa DosrBo 

0.200E 0.300 soCnptrODiDfrBoEg 

0.035E 0.060 SoOoFtrCoDorBo 
“* 0*600 












INVENTORY OP MUNICIPAL WASTE FACILITIES 


STATE 

YEAR 

I 

WISCONSIN 

196 s 

| PAGE 13 Of 17 



COMMUNITY, SEWER 

DRAIN-I 

1 



P.E. <BOD) 

1 








J £ 




WATER- 





OR 

SANITARY DISTRICT 



DISCHARGE 

UN- 

1 

line 

WO. 




Mai 


COURSE 

MILEAGE 

TO 

TREATED 

WASTE 

ii 

REMARKS 


INSTITUTION 

M ij 

Mm, 

Sub. 


DIS- 

j»2 







CHARGED 









WASTE 

&<«< 



9 

To" 

U>T 

11 

12 

13 

m 

15 

1 

1 

* SHAWANO 

fL 


69.9-103-1 

folf River 

15,000 

2 


2 


25 




2,600 

- 


< 

IHEBOYGAN 

?L 



Lake Michigan 

74,000 

7 


3 


lb 




12,400 

- 


! 

SHEBOYGAN FALLS 

#L 


10 

Sheboygan River 

12,OO0E 

1 


4 


26 




2,400E 

- 


t 

SHEBOYGAN FALLS 1 

1L 

£ 

13 

Sheboygan River 

aoE 

6 


S 1 

lichard Bros. Subd. i 

>6 




80S 

- 



>HE LBYTOWN (T) 1 

JM 



Mississippi River 

- 

- 


£ 

6 

5* D. 9 1 < 

b 



- 

- 


< 

SHELBYTOWN (T) 1 

JM 



Mississippi River 

- 

_ 


c 

T k 

*- d. 0 2 l 

b 



- 

w 



UIELDON [ 

JM 

J 


X 

240E 

7 




> 

- 


_ 

75E 

- 



WELL LAKE \ 

JM 

c 

133.6-56.8 

Sawyer Creek to 

925 

2 


9 ! 


? 


5.7 

Yellow River 

460 

- 


5EIOREWOOD 

fL 

26 



Lake Michigan 

- 

- 


lO , 

SHOREttfOOD HILLS 

JM 

□ 



Yahara River 

- 

- 


11 ; 

3HULLSBURG 

V 

UM 


tate Lina 

Shul tsburg Br. to Galena 

4.200E 

7 


12 


8 


3.8-12.7 

River - State Line 

eooE 

- 


SIREN 

UM 

- 

- 

Land 

165 

7 


1 3 


5 

“ 

- 


0 

- 


STINGER 

UM 

- 

R275.26 

Rubicon River 

1 . 500C 

7 




9 

- 

- 


1501! 

, - 


SOMERSET 

UM 


332.2-6.5 

Apple River to 

720E 

3 




5 

- 


Saint Croix River 

580E 

- 


15 

30UTH MILWAUKEE 

TL 



Lake Michigan 

27.66C 

7 




16 



16,000 

- 


16 

SPARTA 

JM 

- 

<698.ir41.7 

La Crosse River to 

5,545 

1 



| 

i> 

- 

- 

Mississippi River 

490 

- 


17 

SPENCER 

JM 

- 

mi. 6-38. 3 

Tributary of Little Eau 

8001 

7 




7 


-2.2 

Plftlne River 

240E 

- 


18 

SPOONER 

JM 

- 

3133.6-64.7 

YelLow River to 

425! 

7 




5 

* 

- 

Saint Croix River 

M9^ 

- 


19 

SPRING OREEN 

UM 

- 

- 

Land 

1,130? 

5 




7 

- 

- 


C 

- 


20 

SPRING VALLEY 

JM 

- 

1763.5-15.2 

Eau Gaila River to 

975E 

7 




b 

“ 

-30.6 

Chiooewa River 

195E 

- 


21 

STANLEY 

JM 

* 

4763.5-58.8 

Wolf River to H. Fork of 

2,475E 

7 

*Eau Claire River to Chippewa River, 



b 

- 

-37.6-5 

Eau Clnire River to* 

190E 

- 

22 

STETTIN 

JM 

- 

- 

Wisconsin River 

- 

- 



3, J>. # l 

7 

- 

- 


- 

- 


23 

ft STEVENS POINT 

JM 

. 

11229.7 

Wisconsin River 

24,600 

1 




7 

- 

- 


15,400 

- 


2d 

STODDARD 

JM 

- 

1685.7 

Mississippi River 

525E 

7 




) 

* 

- 


80S 

- 


25 

3T0UGIIT0N 

JM 

. 

U89. 3-14.2 

Yahara River to 

6,000 

1 




7 

- 

- 

Rook River 

1,200 

- 


26 

STRATFORD 

UM 

- 

#247.9- 

Stratford Ditch, to Big 

500B 

7 




7 

- 

21.9-0.5 

Eau Pleine River 

bOE 

- 


27 

STRUM 

UM 

_ 

M754.8-58.3 

Buffalo River to 

610E 

2 



6 

- 

- 

MisfllsMnni River 

395B 

- 


28 

STURGEON BAY 

HL 


32.5 

Sturgeon Bay and 

10,600 

7 



Zb 

- 

- 

nhin cmnai 

670 

- 


29 

3TURTEVANT 

ffL 

- 

P9.4 

Pike River 

l,200E 

7 



26 

- 



120E 

- 


30 

SULLIVAN 

UM 

- 

R213.2-L7.5 

Duck Cr. to Bark River to 

350E 

7 



9 

- 

-7,1 

Rock River 

50E 

- 



165 









INVENTORY 


MUNICIPAL WASTE FACILITIES 


STATE 



WISCONSIN 


D «’<f j TREATMKNT FACILITIES 

For 



SUN PRAIRIE 

SUPERIOR 

SUSSEX 

TAYLOR 

THERESA 

THIENSVILLE 

THORP 

THREE LAKES 
Three Lakes Subd. 
TIQERTON 

tomah 

tomahaik 

TWO RIVERS 

turtle lake 
TWIN LAKES 
UNION GROVE 
VALDERS 
VERONA 
VIOLA 
VIROQUA 
WALWORTH 


Dane 

Douglas 

Saukesha 

Jackson 

Dodge 

Ozaukee 

Clark 

Oneida 

Shaven o 

Monroe 

Lincoln 

Manitowoc 

Barron 

Kenosha 

Raoine 

Manitowoo 

Dane 

Richland and 

Vernon 

Vernon 


4,00; 

33,56; 

1,08: 

334 

57* 

2,507 

1.496 
50 
781 

5,321 

3,346 

12,393 

69 

1.497 
1,970 

622 

1,471 

721 

3,926 

1,494 


WASHBURN 

Bayfield 

1.396 

WATERFORD 

Racine 

1.50i 

WATERLOO 

Jefferson 

1,947 

WATERTOWN 

Jefferson 

13,943 

■AUKESHA 

Paukeaha 

30,004 

WAUNAKEE 

Dane 

i,6a 

WAUPACA 

Veupaoa 

3,934 

WAUPUN 

Fond Du Lao 

7,931 

* WAUSAU 

farathoa 

31,943 

WAUTOWA 

fauehara 

1,466 


31,400 C 
1,000 3 
325 S 
575 S 
3,405 S 
1,490 S 
475 S 
750 3 
7,190 S 
2,500 CS 


ShCmFtrCciDfrBo 

SoOhCmEgDtVvZy 

ScCmFtrCmDfrDoEg 

jO ^ 

54 ShEhCmDorBo 
SoCiFtrCpBo 
® SoAptnCmAmDorBo 
J ShEgCmFthrCmDc rBo 
® ShCmEcgDorBo 
J SoCIDopEgBo 

j SoanhAapCmFtrhAaCtnDothBcLo 
^ SoGhEgCmDfrBo 


[ OhSmApCmAaCaiDcmtreBo 
^ SoCaFthrCinDoGo 

B | O.lOOEl 0,320 SoCmFtrEgCtnDcrBo 
3,200 

°* 300 ScCmAaCmDfrBo 

SoCiFtrCpBo 

ShCmFtrCpDcBo 

540 1 S 1 0,07 IBl 0.100 " 

EgShClBo 

ShCmAaCmEogDfrgrtBoX 

ScCiFtrC Bo 

ScEgCoDcrBo 

ShCroDmrBo 

SoCmFtrCicDfrBQ 

SoOmCmFthrCmFtrCmOfrBo 

46,000 araSoCmF lhrCBiFthCa]Dmr8Lfl 
8E 0.14A 

1*460 ScCmFtrCpDfrBo 

0,280 0.927 „ „ 

ScEgCoDfraBo 

SoCmFthrAraCaDorBo 

ScOmKnjCmEgDhrtgsoVvBo 

ShCraFtrCnsDorBo 
















INVENTORY OF MUNICIPAL WASTE FACILITIES 


LINE 

NO, 

COMMUNITY, SEWER 
OR 

SANITARY DISTRICT 

institution 

DRAIN 

ACJB 

BASIN 

- WATER- 
COURSE 
MILEAGE 

25 

JJ 


9 

m 

lass 

iHRMI 

' 

flUN PRATRIE 

UU 


R200-48.9 

2 


9 

- 

- 


SUPERIOR 

WL 


- 



23 


m 

3 

SUSSEX 

UM 

i 

?176. 1-4,4 



16 

- 

L 

4 

rmoit 

DM 

- 

U716.2-73.9 



b 

L 

_ 

5 

THERESA 

UU 

- 

R294. 2-21.3 

fi 

nilEMSViLLE 

9 

WL 

— 

U16.7 



36 

- 

- 

7 

thorp 

UU 

- 

H763. 5-58,0 



6 

- 

-37.6-2*2 

8 

rilRGB LAKES 

UU 

_ 

W3G2. 0-9*0 


fhroo Lakes Gubd. 

7 



9 

tiger ton 

WL 


F69.9-30.B* 



25 

- 

L57.3-10.2 

10 

rOHAH 

UU 

- 

W154-51.1 



7 

* 

- 

II 

roWAIIAWK 

UU 


W323.2 



7 

- 

- 

12 | 

t «0 RIVERS 

H, 


V0.1 



36 



13 ] 

TURTLE LAKE 

JH 


1 



) 



l-i I 

:WIN LAKES 

JW 


?121,3-2.7 



L 6 

- 

< 0.0 

13 { 

WON QROVE 

rt. 

36 


IS0.5-H.9 

16 i 

ALDERS ( 

fL 


184-1*0 



16 



\i \ 

/ERONA 1 

JU 

- 

1156.9-63.3 



) 

- 

-2.3 

18 1 

/ZOLA I 

JU 

- 

#16-63,6 



/ 

- 

* 

19 1 

frnoQUA 1 

JM 

- 

H675. 2-20,1 



j 

- 

-12,5 

20 | 

fAL WORTH l 

JM 


Hnto Lino 



) 


<1,5 

21 1 

rADHBURN i 

M, 

„ 




33 

- 


22 1 

(A1ERF0RD 

)K 


>140 



6 



23 i 

rATERLOO l 

m 


1217-25.1 



) 


-3.5 

H | 

IATBRTOWN J 

IM 

> 


1234,0 

23 1 

IAUKESHA J 

IM 

6 


'166, i 

26 I 

IAUNAKER l 

JM 


1109.3-30.5 



) 


-5 

27 

WAUPACA 1 

IL 


P 69 , 9-21,1 



i3 


-16,2 

28 

MUPUK l 

JM 

i . 


1307,2-24 

29 

ft WAUflAU |u« 


1870.4 



t 


- 

30 

lAUIWA I 

11 


MOO, 0-21.4 


2 

15 




STATE 

WISCONSIN 


DISCHARGE 

TO 


12 


Koahkonong Crook to 
Rook River 

Lake Superior 

|Creok to Fok JUvor 

Trorapeaioau River to 
Missiasippl River 
East Branch of 
Rook River 

Milwaukee Rlvor 

Throp Ditch to M, Fork ofi 
Eau Claire River to* 

Thunder Lake 

South Branch of 
Emborraoo Rlvor 

Lotnonwoir River to 
Wisconsin River 
Wisconsin River 

Weot Twin River 

Turtle Cr„ to Hay R. to 
Rod Cedar R. to* 

Creek-Fox River 

Union Qrove Br, to 
Root River 
IVoldero Ditoh to 
[Manitowoc Rlvor 

Badger Mill Cr. to Sugar 
R« to Poentonioa River 
| K iokn poo JUvor to 
Wlaoonntn Rlvor 

BpringvUlo Br* to Mad 
Axe R. to Mine. River 
Iwaiworth Crook - 
|state Lino 

Chequamegon Bay 
Lake Superior 

Fox Rlvor 

Waterloo Creek to 
RrnwfUh River 
[Rook River 

Fox River 

[six Milo Crook to 
lYohara River 

Waupaca River to 
Wolf River 
I Woo t Branch of 
|Rook River 

Wisconsin Rlvor 
White Rlvor 


I Mi. (BOD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


13 


5,0000 

s,oooe| 

30.000 
23,200 
1.000E 

200E 

3250 

2100 

600E 

1250 

4 . 5000 

1.0000 

2, 500E| 

2500 

475E 

3250 

750B 

560E; 

14,500 

1,550, 

2.5000 
1,7500 

15.0000 
2,OOOE| 

6300 

450 

1.450E 

8500 

1,97001 

200E| 

1.0000 

7000 |- 

1,4500 
6000 

5400 
3500 
4 ,280) 
26o| 
1,070 
260 
2,020 
Moo 

l,300d 
200EJ - 
2,260 
2 50| 

16.500 
2,150 

44,495 
3,990 
1 , 5B0R 
300G 

4,G40S| 
3,630Sj - 
12,0000 
6000 

34.000 

22.500 

1.0000 I? 
2000 


YEAR 


1962 


RAGE lk of 


REMARKS 


H Eau Claire River to Chippewa River 


*Chippewa River. 

°M 763. 5-26. 8-27- 27-3 1- 1 8 


187 






INVENTORY OF MUNICIPAL WASTE FACILITIES 


COMMUNITY, SEWER. 
OR 

SANITARY DISTRICT 
INSTITUTION 

\ 

WAUWATOSA 
WAUZEKA 
WEST ALLIS 
WEST BARABOO 
VEST BEND 
WESTB7 

WESTCOTT TOWN 
WESTFIELD 
VEST MILWAUKEE 
WESTON S. D. 

WEST SALEM 
WEYAUWEGA 
WEYERHAUSER 
WHITEFJSH BAY 
WHITEHALL 
WHITEWATER 
WILLIAMS BAY 
WILTON 

WINDSOR $. D« 
IINNECONNE 
WISCONSIN DELLS 
WISCONSIN RIVER 
WITHEE 
WITTENBERG 
WONEWOC 
WOODRUFF 

Sanitary District #1 
fOODVILLB 

IRIOHTSTOIN 

APPLCTCN* 

WILD ROSE 

Wild Rosa Hospital 


STATE 

1 YKAR 


WISCONSIN 

1962 

page 15 of L 7 







Dcs'd 

TREATMENT FACILITIES 





2 


For 



COUNTY 

I960 

Papulation 

Estimated 

Population 

Served 

h 

> 

V 

« 

ID 2 

< ^ 
oi 2 n 

Average 

DaiJyFlow 

MOD 

TREATMENT 

LINE 

NO. 




8$ 

ui a vj 

> < 0 

P.E. 







< 0 s 

(tooo's) 



2 

3 

4 

5 

6 

7 

8 


Milwaukee 

56,923 

(56,800) 

S 

X 

- 

See Milwaukee Metropolitan 

1 




• 

“ 

- 

Sewer District 


Crawford 

494 

425 

cs 

0.018E 

0.089 

ShCmEhDorflo 

2 


- 

- 

- 

- 

0.600 



Milwaukee 

68,157 

(65,000) 

sc 

X 

- 

See Milwaukee Metropolitan 

3 


- 

- 

“ 

- 

~ 

Sower Diotrlot 


Sauk 

613 

(580) 

s 

0.058E 

- 

See Baraboo 

4 

Wa shington 

11,536 

11,740 

s 

1*431 

0,930 

ScEgCmFtrCmDfrBo 

5 


- 

- 

- 

- 

9.700 



Vernon 

1,544 

1,515 

s 

0,132 

0.102 

SoCmFthrCraFthrCraDchrBoIo 

6 


- 


- 

- 

1.700 



Shawano 

l,85t 

(200) 

8 

X 

- 

See Shawano 

7 

Marquette 

w 

900 

S 

0.070E 

0.144 

SoEgCiBo 

8 


- 

- 

- 

- 

1,440 

_ 


Milwaukee 

5,043 

(5,045) 

c 

X 

- 

See Milwaukee Metropolitan 

9 



" 

“ 

— 

** 

Sewer Diatriot 

10 

Marathon 

- 

(1,450 

a 

0.141 

> - 

See Rothschild 

La Crosse 

1,707 

2,100 

s 

0, 113E 

0.228 

ScEgCmDfrBo 

11 


- 

“ 

- 

- 

2. 187 1 



Waupaca 

1,235 

1,25C 

s 

0*202 

0.14C 

SfhFthCmDorBo 

12 


- 


- 

- 

i.6oc 



Rusk 

33< 

3K 

3 

0.0191 

! 0.05C 

ShCtEhBo 

ii 


- 

- 

- 

' - 

0.50C 



Milwaukee 

18,390 

(18,390) 

s 

X 

- 

See Milwaukee Metropolitan 

H 



- 

~ 

“ 

1 ~ 

fiftwflr Di strict j 


Trempealeau 

1,446 

1,450 

cs 

0.26 

9 0.44 
11.868 

ShCraEgFthrCraDcmhBoXd 

l* 

tfalworth 

6,30( 

i 6,3B( 

s 

0.50( 

1 0.60C 

ScCmFthCraFtrCmDfrBo 

16 


- ' 

- 

- 

- 

20.30C 



Walworth 

1,347 

1,200 

s 

0.42C 

0,489 

SoCmDfrBo 

17 


" 

- 

- 

- 

4.900 



Jonroe 

57£ 

i 555 

s 

0.109! 

; 0.04C 

ShCraFtrCaDorBo 

| IS 


- 

- 

~ 

“ 

0.95: 



Dane 

- 

17( 

s 

o.or 

O.OOC 

ScCmFtrCmDchrBo 

: 19 


- 

- 

- 

- 

O.B If 



Winnebago 

1,273 

1,275 

s 

0.600 

0.300 

ShCmDarBo 

20 


** 

- 

” 

- 

1.000 



Columbia 

2,105 

2,095 

s 

0.2001 

0,35c 

5.000 

OraStnEcgDfrBo 

21 

Wood 

20,337 

14,000 

c 

3.000 

3.375 

13.500 

S oOra KmCcn Ec g D f r a a B 0 

22 

Clark 

442 

(440) 

8 

0.587 

0.560 

See Owen 

23 



*■* 

- 

- 

10 . 800 



Shawano 

892 

900 

s 

0.160E 

0,238 

3.600 

ShCmFthrCcnFthrCmDcrBo 

24 

Juneau 

878 

800 : 

3 

0. 120E 

0.10a 

1.000 

ShCmDcrBo 

2$ 

Oneida 


475 ! 

3 

0.040E 

0.060 

0.600 

SmCraFthrCmlpDcrBo 

26 

Saint Croix 

430 

405 ! 

3 

3.030E 

0.050 

0.500 

SraLo 

! 27 

Brown 

640 

850 

S 

0.133E 

0,130 

4,290 

S e Co F t r CtnEcgDn r Bo 

28 

Outagamie 

X 

150 1 

3 

X 

0,005 

0.200 

CsFfl 

29 

Waushara 

X 

35 

S 

0.005E 

■ : X 

CaU 

30 
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DRAIN 





COMMUNITY, SEWER 

AGE 

flASIN 

WATER- 


P.E. (BOD) 




DISCHARGE 


UNR 

OR 


rm 

1MEQ3BH 

NO 

SANITARY DISTRICT 

institution 

m 

ffl 

COURSE 

MILEAGE 

TO 

IKffilf 





■KM 




I 





0 


■ 

nrn 

1 1 


IHuuH 

IHVnBil 

1 

WAUWAT03A 

WL 

B 


Lake Michigan 

IIKHII 

HHI 

2 

saozbka 

2b 

- 

- 




UM 

- 

W16-0.6 

Kickapoo River to 

425E 


VEST ALLIS 

7 

- 

- 

Wisconsin Rivar 

275E 


WL 

- 

- 

Lake Michigan 


4 

WEST BARABOO 

2b 

- 

~ 




UU 

- 

- 

Baraboo River to 


5 

WEST BEND 

7 

- 

- 

Wisconsin River 

- 


WL 

- 

M62.3 

Milwaukee River 

12 f 500E 

6 

wEsm 

26 

UU 

_ 

H675.2-34 

Bad Axe River to 

2, 500E 
L,600 

7 


6 

- 

- 

Mississippi River 

0 


WESTCOTT TOWN 

WL 

- 

- 

Wolf River 


8 


25 

- 

- 



WESTFIELD 

WL 

25 


F133. 6-1 1 .8 

Westfield Creek to 

900E 

9 

WEST MILWAUKEE 


~4 

Hontollo River 

600H 


WL 

- 

- 

Lake Michigan 



26 

- 

- 


O 

WESTCW S ♦ D. 

UM 

7 

- 

- 

Wisconsin River 

- 


WEST SALEM 

UU 

- 

H690. 1-16,3 

La Crosse River to 

2 1 IOOE 7 



6 


- 

rsI nnf ftiv^r 

1 , 370E - 

n 

WEYAU'JFEGA 

ffL 

25 


F69.9-2UI- 
4.6 | 

Waupaca River 

8»00C 1 
7»06C - 


WEYERMAiJSER 

UU 

- 

M63, 5-125,0 

Soft Maple Creek to 

3l(K 7 

pRHT 

WHITEFISH BAY 

6 

“ 

-X 

Chiooewa River 

2151 - 

■ 

ffL 

26 



Lake Michigan 


WHITEHALL 

Jil 


2716.2-53.3 

Trempealeau River to 

11,0001 5 



E> 


Mississippi River 

4,OOQE - 


WHITEWATER 

JU 


1211,2-6-6 

Whitewater Creek to 

17.15C 7 



9 



Bark River 

4,89C - 

1 1 

WILLIAMS BAY 

LfU 


P132.7-1U 

Williams Bay Cr. to Whit< 

4,83011 7 

18 


16 


18.8-0,6 

River and Honey Creek to* 

240E - 

WILTON 

m 


¥-6-106.3 

Kickapoo River to 

i , 605E i 



7 



Wisconsin River 

480E - 

19 

WINDSOR S. D. 

JM 


U9L.3M6.5 

Yahara River to 

1702 7 



) 



Rook River 

30G - 

20 

SINNECONNE 

IIL 


^.g-i.B 

Wolf River 

U300E 2 



15 




COOE - 

21 

WISCONSIN DELLS 

JU 


11136.4 

Wisconsin River 

2,095£ 7 



? 




1 , 200E - 

22 

WISCONSIN RIVER 

JU 


¥209 

Wisconsin River 

36,000 7 



1 




19,000 - 

23 

WITH EE 

JU 



Poplar River to 

_ 



b 


Black River 

- 

24 

WITTENBERG 

IL 


^>9.9-38-57 

Tiger Creek to S. Branch 

2,870 7 


15 


<10.1-9*6 

Embarass River to* 

190 - 

24 

WON E WOC 

UM 

- 

W117.77.1 

Baraboo River to 

BOOS 3 



7 

- 

- 

Wisconsin River 

5 60S - 

26 

WOODRUFF 

UU 

- 

W320.6-X 

Land 

475E 1 


Sanitary Di at riot ft 1 

7 

- 

- 


lOOf - 

21 

WOODVILLE 

UM 

- 

W763. 5-15,2 

Creek to Eau Galls River 

4052 7 



6 

“ 

-38.. 9-2*3 

in CM nnewa River 

402 - 

28 

WRIOIITSTOWN 

WL 

- 

P17.3 

Fox River 

1,620 2 



25 

- 

- 


800 - 

29 

A PF LETCH* 

VL 


P34.2-1.5 

Mud Creek to 

x 6 



25 



Fox River 

X 

30 

WILD ROSE 

flL 


P69.9-4.6 

Pine River to Lake Poygan 

35 2 


Wild Rose Hospital 

25 


-LP22.6 

and Wolf River 

x ! - 


REMARKS 


*Fox River. 


*WoLf River. 


*8utte dea Karts GoLf Club. 
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COMMUNITY, SFAVFR 
OR 

SANITARY DISTRICT 
INSTITUTION 


INVENTORY OF MUNICIPAL WASTE FACILITIES 

l__ 


vm Fshmiit.il 

ftipuhrinn Pn r i,,1, ‘" n 

' Scfvnl 




WISCONSIN OEMS 
Chula Vista Hotel 
CrHPPEflA FALLS 
Chippewa Co, Hosp, 
CHIPPEWA FALLS* 

COLUJiBUS 

Wisconsin Academy 
DELAFIELD* 

OELAVAN 
Lakelawn Hotel 
OE FERE 

Hickory Grove San. 
DODQEVILLE* 

ELKHORN 

Walworth Co. Hosp, 
GREEK BAY* 

CREE'IDALE* 

GREEK LAKE 
Baptist Assembly 
GRESHAM* 

hawthorns 

Middle River San. 

LA CROSSE 

Holy Cross Seminary 
LAKE TOMAHASK* 

LANCASTER* 

MANATA 

Waupaca Co, Home 
UANITOWOC 

Holy Family Convent 

MENOKONIE 

Dunn County Asylum 

MEQUON 

Notre Dame Convent 
OCCNOMOWOC 
Summit Hospital 
OWErDA* 


OSHKOSH 

Pure Oil Station 
PLYMOUTH 

UUgion House Col. 
REEDSBURQ* 

RICHLAND COUNTY* 

RICHLAND CENTER 
County Hospital 
SHAWANO* 


Adams 

Chippewa 

Chippewa 

ColumbU 

Waukesha 

Walworth 

Brown 

rows 

Walworth 

Brown 

Milwaukee 

Green Lake 

Shawano 

Douglas 

La Crosse 

On eida 

Grant 

Wsupaoa 

Manttovoo 



200 S x 


415 

S 0.035 

E 0.159 
0.600 

2,360 

S 0.28, 

5 0.353 

- 

- 

X 

260 

S 0.0261 

X 

0.300 

1,000 

S 0. 03. 

X 

- 

- 

X 

X 

S 0.050E 

0.100 

1.700 

150 

S 0.0081 

0.031 

0.310 

155 S 0.020E 

0.035 

0.360 

1,100 S 0,052 

0.018 

0.250 

15C 

S 0.0081 

0.06C 

0.60C 

X £ 

0.070 

0.114 


80C S 0,0301 
8C S 0.0 LOB 
571 S x 
325 S 0.024E 
105 S 0.008E 
300 S 0.060E 
5C S 0.00^ 
800 S 0.050E 


Dunn 

X 

200 S x 


- 

- _ _ 

Ozaukee 

400 

400 S 0.020E 

Paukesha 

X 

50 S 0.008E 

3rown 

X 

250 8 0.010E 

Dane 

X 

300 S G.O30E 

Jinnebago 

200 

200 S 0.001E 

Sheboygan 

292 

340 S 0.020 

Sauk 

X 

300 S 0.030E 

UcMand 

259 

260 S 0.028 

llehland 

- 

210 x x 

lhawano 

' X 

2503 0.020 


Cols 

3 C E lo 
} CiPtrCp 
Cs la 

j SoCmAnCmFoDoEcgBo 
J ScCiApCmDopEogBo 
| SoCmFtrC DorX 
J CmFtrCm 
; SoCiApCmDoEgBo 
ScCmFtCmDorBo 
SchC F C EgD Bo 
CsFs 

ShCiFtCpBo 

SoCcnEgDorBo 

ApCpHoBo 

ShCmFtrCmDopX 
I - 
CflFfl 

CiFtrCpBo 
ShCmFaDopBo 
ScAaCmDo pXd 
Cals 
Cals 

ShCpAaCroDcrBo 

ShAmCmDcpXpLo 

ShCmAaCmLoDorBo 

ShCiFtrBo 

SoCoFthrCmDorXd 

Ft 

8 Fa 
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link 

xn. 


COMMUNITY, SEW'RR 
OR 

SANITARY DISTRICT 
INSTITUTION 


UK AIN 
AtiH 
basin 


WATER * 
COURSE 
MURAGE 


DISCHARGE 

TO 


PR <BODi 


UN- 
TREATED 
WASTE 


DIS- 
CHARGED 
WASTE 


REMARKS 


I 2 

13 

II 


WISCONSIN DELLS 
Chula Vista Hotel 
JCHIPPEV/A PALLS 
[Chippewa Co. Hoap. 
CHIPPEWA FALLS* 

COLUMBUS 

Wisconsin Academy 
DELAFIELD* 

DELAVAN 
Lake lawn Hotel 
DE PERE 

Hickory Grova San. 
D0D3EV1L.LE* 

ELK HORN 

Walworth Co. Ilosp, 
GREEN BAY* 

GREENDALE* 

GREEN LAKE 
Baptist Assembly 
□RESHAM* 

HAWTHORNE 
Middle River San. 


u y 

7 

UMj 

6 

UM 

6 

|UU 

t9 

UH 

9 

UM 

9 

WL 

25 
UM 
9 

UU 

9 

l?L 

35 

WL 

26 
WL 


WHO. 1 
l«763.5-Y5.2 
[U763. 5-75.2 
JR2 1 7-54,7- 

jl.O 

ns l 1.2*42.0 

R16Q0- 

F9.0 

R156- L'/3 .6 
-0,9 

R161. 0-35.0 
-4.6 

P4.9 


|R23.6 


Wisconsin River 

Chippewa River to 
Mississippi River 
Chlppeva River to 
Missiflslnnl River 

Crawfish Creek to 

Crawfish River 

Bark River to Rock River 

Lake DeLavan - Turtle 
Creek to Rock River 

Fox River 

County Homo Tributary to 
Peoatonioa River 

Jackson Creek to Turtle 
Creek to Rock River 
Fox River 

Root River 


F99*6-lu,o | p uc hyan River to 


25 

ivL 

p. 

WL r |U4,7 


Fox River 

| Red River to Wolf River jx 

I 

Middle River 


15 

LA CROSSE 

JM 

* 

M693.6 


!loly Cross Seminary 

b 

. 


UV 

LAKE TOMAHAWK* 

JM 

- 

K320, 6-23.0 



7 

- 

L13.0 

17 

LANCASTER* 

UM 

- 

M590.3-24.8 



8 

- 

1-3.0 

1ft 

MAMA WA 

WL 

- 

jF69.9-32.9- 


Waupaca Co. Home 

25 

- 

'8.5-0.6 

19 

MANITOWOC 

WL 


S6.2 


Holy Family Convent 

26 

- 

L 

20 

UEHOXONIB 

UM 

_ 

1 


Dunn County Asylum 

6 

- 


21 

MEQUON 

WL 


r 


lotre Demo Convent 

26 

- 

r 

22 

DCOMOMOWOC 

JM 


R246.9-U.5 


Summit Hospital 

? 


- 

23 

WE IDA* 

VL 


)16, l 



54 



2\ 

DREGCN* 

UM 


[U91.3-2B.2 



9 

- 

-3.4 

25 

JSHKOSH 

VL 

. 

‘*63.9-1,2 


^re Oil Station 

15 

* 

* 

26 

‘LY MOUTH 

YL 

L 

H3.2 


Heston House Col. 

36 

• 


27 

IEEDSBURG* 

JM 


VI 17. 54,0 



7 

- 

r 

28 

UCHLAND COUNTY* 

JM 

- 

W49. 7-9*7 



7 

- 

- 

29 

FIICHLAND CENTER 

UM 

x i 

X 


bounty Hospital 

7 

„ 1 

- 

30 

HIAWANO* 

VL 

■ I 

t 



35 

- | 



• 

I 




^Mississippi River 

Lake Tomahawk Chain to 
Tomahawk River to° 

Morrison Branch of 
Platte River 

N. Branch of Little Wolf 
River to Wolf River 
Silver Creek 

Small Creek 

Lake Michigan 

Oconomowoo River to 
|Rook River 

Duck Creek to Green Day 

Ditch to Keenans Greek to 
Yahara R. to Rook River 

Lake Butte do Wort to 
Fox River 
(Pigeon River to 
(Lake Michigan 

Boraboo River to 
Wisconsin River 
jPlne River to 
Wisconsin Rivor 

Pine River 


4i5E| 
3,320?: 
2,190 
l , 940| 

26GE 

50E 

1,000 


L , 300E 
60S 

'll 

300E 

50E 

1,200E( 
360S| 
150E 
25E 
1,150! 
15 

i- 

575E 7 
l75Ej - 
325EI7 
210E i 
105E 
60E 
40QE 
1 60S 

45 
30 

booe] 

2Q0E 
200E 
160B 

400E 
40E 
50 


200E 

50S 

3005 

30E 

200C 

20E 

340B 

20S 

250E; 

50E 

260E 

25E 

210 

30 


^Northern Colony and Training School, 

*Saint John Military Academy. 

*iowa County Hospital Home. 

^Austin Straube 1 Air Field. 

^Milwaukee House of Correction. 

*Alexian Brothers Novitiate. 


*Lako Tomahawk State Camp, 
°WIsnonatn River. 

■“Grant County Hospital and Home* 


*14763, 5-26, 8-17-0.7-0.4 


*Saored Heart Seminary. 
"Wisconsin School for Girls. 


*S&uk Count* Institutions , 

*Richland County Home and Hospital, 


7 ; *Shawano County Home and Hospital* 
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l nr M Y 


vm 

Pupuhcion 


Estimated 

Population 

Served 
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STATE 
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£ 

w 2 

o ^ 

£ d o 

> < o 

<C2 


Des’d 

For 


Average 

|DailyFlowj 

MOD 


P.E. 

(1000’s) 


TREATMENT FACILITIES 


TREATMENT 


LINE 

NO. 


SHEB0Y3AN* 

SINS MAW A 

Saint Clara Academy 
TAYCHEEDAU* 

UNION GROVE* 

VERONA 

Dane County Home 
VIROQUA 

Vernon Co, Inst, 
WALES'* 

WAUSAU* 

WYOCENA* 


Sheboygan 

I Grant 

i 

■Fond du Lao 

i 

iRaclno 

Dane 

Vernon 

jWaukcsha 

Marathon 

Columbia 


338 

175 

310 


340 

175 

310 

2,200 


S 

s 
s 
s 

500( S 


433 


435 

330 

15C 

40C 


0.060 

0.0I8E 

0.060 

O.220E 


x 

0. 350| 
x 
x 

0.044 
0.300 

0.240 
2.000 
0.050E] 0.138 
2.298 
0.030 
0.300 

0,085 
0.600 
0.011 
0.170 

0.04i 
0.65C 


0.071 

0.050E 

O.OOI 

0.04C 


ShCpFtnCpFaDo 

Ca 

ShC FtrC E D Bo 

SmCmAaCinDfhBo 

ShCmFtrCmDoBo 

ShCmFtrCraDcBo 

ScCmFtrCmFaDorBo 

Cala 

ShCmFtrCmDorBo 


2 

3 

•t 

5 

6 
7 
B 

9 

10 

n 


12 

n 

u 

u 

16 

17 


Ifl 

19 

20 

21 


22 

23 

24 

25 

26 

27 

28 

29 

30 
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STATE 

WISCONSIN 


VI: AR 


line 

Nd 


COMMUNITY. SEWER. 
OR 

SANITARY DISTRICT 

institution 


DRAIN- 

AGE 

Basin 


10a 


WATER. 

COURSE 

MILEAGE 


II 


DISCHARGE 

TO 


PE. (HOD) 


UN- 

TREATED 

WASTE 


DIS- 

CHARGED 

WASTE 


I 


REMARKS 


1 

2 

A 

A 

5 

6 

7 

8 

9 

to 

u 

12 

l\ 
l A 
is 

16 

17 

IH 

19 

20 

21 

22 

23 

21 

25 

26 
27 

2* 


SHEBOYGAN* 

SINS I NAVA 

Saint Clara Academy 
TAYCHEEDAH* 

| UNION GROVES 

VERONA 

Dane County Home 
VfROQUA 

[Vernon Co. Inst. 
WALES* 1 

WAUSAU** 

fYOCENA** 


WL 
2 6 
UM 

a 

WL 

25 
WL 

26 
uy 
9 

uuj 

6 | 

uu 

7 

UU 

7 

MM 


SIL-4.4-9 

1.5** 

F59.6-LW- 

0.3 

|l?20.5-l4.9 

IU 56. 9-63. 3 
3.1 


R211.2-X 

Jff269.6-4.2 

imO.9-7.9, 


Ditch to Onion River to 
Shahnvcran River 

Sinslnawa Creek 

Taycheedah Creek to 
Lake Wlnnebaeo 

Union OroYe Branch to 
Root River 

Badger Mill Creek to 
Rnffflr River to** 

Tributary to Springville 
Branch to Bad Axe River** 

Creek to Bark River to 
Rock River 

Big Rib River to 
Wisconsin River 
Duck Creek to 
Wisconsin River 


400E 5 
80S - 

175E 4 
100E 
400E 
100E 

1, B90E 
3B0E 
500E 
50E 

465| 

70 i 
500E 
25E 

17C 

450E 
I50E 


•Sheboygan County Hospital. 

•Above rUlnols - Wisconsin State Line 

•Wisconsin Home for Semen# 

*Fhe Southern Colony and Training 
Schoo l « 

# *Pacatonioa River. 

**11675.2-20. 1-10.9 
°to Mississippi River. 

•State Schoo E for Boys. 

•Mount View Sanitarium. 

•Columbia County Home and Hospital. 
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of 


WISCONSIN 

Ccamounity or facility 
providing sever service 

ADAMS 

AHPOONA 

DARABOO 

DE FERE 

GREEN DAY M.S.D. 


HUDSON 
KAUKAUNA 
KENOSHA 
LA CROSSE 

MADISON M.S.D. 


MI I/PON 

MILWAUKEE M.S.D, 


NEENAH 

OWEN 

RACINE 

RACINE, NORTH PARK S*D, 

ROTHSCHILD 
SAUK CITY 
SHAWANO 
STEVENS POINT 
WAUSAU 

194 


Communities and/or 
facilities served 

Friendship 

Altoona, Washington Hgts. Subd. 

West Baraboo 

Alloueztovn (part) 

Aahvauhenon (T) Southeast Subd, 
Fox River Outlet #2 S, D.#2 

Alloueztcvn (part) 

Fox River Outlet #1 S.D.#1 
Fox River Hgts, S.D. 

Green Bay 
Howard 
Preble Town 

North Hudson 

Combined Locks 

Kenosha, Pleasant Prairie <T) 
Onalaaka 

Shelby (T) S.D.#1 
Shelby (T) 3,D.#2 

McFarland 

Madison 

Madison, Blooming Grove S,D,A? 

Maple Bluff 

Middleton 

Middleton, Heims Woods Subd. 
Monona 

Shorewood Hills 

Milton Junction 

Bays ids 
Brookfield 
Brown Deer 
Cudahy 
Elm Grove 
Fox Point 
Greenfield 
Milwaukee 
River Hilla 
Saint Francis 
Sherwood 
Wauwatosa 
West Allis 
West Milwaukee 
Whiteflsh Bay 

Menasha 

Wlthee 

North Bay 

Raoine Mount Plasant (t) 

Raoine, Crestview S.D» 

Weston S.D. 

Prairie du Sac 

Weatcott 

Park Ridge 

Schofield 
Stettin S.D.#1 
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